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I. Historical Background 



When screaming Stukas tore open the skies 
over Poland on September 1, 1939, and ushered 
the major powers of Europe into what would ul- 
timately be global warfare, the United States was 
the only major military power to have a semi- 
automatic rifle as standard military issue, and 
even then there were only about 50,000 Garands 
actually issued to troops. All other participants 
still armed their troops with the tried and proven 
bolt action, even though France, Germany and 
Imperial Russia had used semi-auto rifles to some 
extent during World War I. 

To imderstand such thinking, it is necessary 
to take a brief look at military arms development 
over the centuries. The earliest practical, hand-held 
firearms were matchlocks, in which a piece of 
smoldering cord or rope was attached to the ham- 
mer. When the trigger was pulled, the hammer 
would fall and sparks from this “match** would 
come in contact with the priming powder, thus 
igniting the powder charge in the breech end of 
the barrel, driving the ball out of the barrel and 
toward its target. These snapping matchlocks first 
appeared around 1470. In earlier versions, the 
“match” was actually applied to the touch hole by 
hand. 

Leonardo da Vinci first illustrated the wheel- 
lock mechanism around 1500, and it was con- 
sidered such an awesome weapon that it was banned 
within the Holy Roman Empire in 1518. Altho\^h 
vastly more efficient than the matchlock, it was 
very complicated and expensive to produce. The 
first true flintlocks appeared a little less than 100 
years later, around 1610. While the flintlock 
was demonstrably the most efficient form of 
ignition developed up to that time, the matchlock 



didn’t fall into disuse in Europe until around 1700. 
Although obsolete in both theory and fact long 
before that, the matchlock didn’t become obsolete 
in actual use until that time since large numbers of 
matchlock muskets were already in service. Then, 
just as today, the guardian of the royal checkbook 
was reluctant to discard weapons which could still 
be used, even if they weren’t the latest develop- 
ment. 

Such reluctance to change carried over well in- 
to the 19th and even the 20th centuries. The per- 
cussion cap was patented in 1807, yet this superior 
ignition system didn’t become standard in the 
United States and Europe until the 1840*s. Even 
though the first successful self-contained metallic 
cartridges appeared in the 1850’s, most of the Civil 
War was fought with muzzleloading rifles and mus- 
kets and cap and ball revolvers, most of which were 
made during the war, after the obsolescence of 
muzzleloaders. A few breechloading repeaters 
such as the Spencer, saw service in the conflict, but 
the true value of repeatii^ rifles in battle wasn’t 
proven until 1877. 

Low budget Western movies or TV shows often 
show U.S. Cavalry armed with lever action Win- 
chesters (always the ubiquitous Ml 894, of course). 
This is a totally erroneous picture, as the official 
U.S. rifles and carbines of the post-Civil War era 
were single shot .45-70 “trap door” Springfields, 
with a few Spencer .56’s stiU in service. Although 
they have appeared in the hands of guerrillas 
virtually aU over the world, lever action Win- 
chesters have been used only sparingly as official 
military weapons, and then solely in Europe. How- 
ever, their first such use was to alter the art of 
warfare forever. At the battle of Plevna, in what is 
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British No. 4 Mk. I Lm Enfitid was typical of tha bolt action rifles with which 
most belligerents entered World War II. Virtuelly all were direct descendants of 
weapons developed prior to the turn of the century. Only the United States 
entered the war with a semi'automatic rifle as standard issue. Even then, many 
troops were still armed with the M 1903 Springfield. 



now Bulgaria, an overly confident Imperial Russian 
Army attompt(»d to storm the Turkish poution 
with their single shot rifles in the summer of 1877. 
The Turks were armed with M186S Winchesters, 
and proceeded to annihilate the Rushan forces. 
When the Russians decided to try a re>run of the 
same battle at the same place six weeks leter. the 
results were the same. AU in all, the Russians lost 
30.000 men In the two debacles at Plevna. 

Word of the Russian defeat spread like wild* 
fire across b^urope, and the race for reeling arms 
wa.s on. Within a comparatively short lime for the 
military (a few years), virtually every continental 
army had adopted a bolt action repeating rifle. 
Kven the United States had at least examined some 
dozen bolt actions in the 1872 ordnance test, but 
hod decided to stay with the .4&'70 Spring Held. 

With the introduction of the French f^m Lrt>el 
smokeless cartridge in 18R6, the trend toward 
smaller horc military arms was made possible. By 
the end of the century, it was pretty well estab* 
lished that a .30 caliber cartridge was the most 
efficient compromise for military use. The advent 
of smokeless powder also meant that truly suc- 
cessful 8<*mi*auto rifles and pistols could be devel- 



oped. arms which previously would have become 
fouled by black |>uwder residue after only limited 
firing. 

That great machine gun inventor, Hiram S. 
.Maxim, had actually come up with a sound design 
for a serai-auto rifle as early as 1881, but turning 
a sound design into a military reality can often be a 
^atratlng experience, as anns designers through- 
out America and Europe were discovering. Von 
Mannlicher produced numerous somi-auto rifle 
designs in Austria in the 1890's, at least a couple of 
whkh were imminently practical. While John M. 
Browning toyed with semi-auto rifle designs in 
America, a Ma)or Cei-Rigotti was busy Inventing a 
gas-operated semi-automatic rifle which had a port 
in the barrel and a tappet system for operating the 
bolt. Although his design didn't cause much of a 
stir in 1900, it was widely copied by both the Ger- 
mans and the Soviets when they finally got into 
the swing of semi-auto rifle production late in 
World War U. 

A study of the history of Europe during the 
19th Century reveals that war was almost a per- 
petual stflte of being somewhere on the conti- 
nent during that turbulent ora, so it's little wonder 




U.S. M1 Garand was the first semi-automatic military rifle to see service as 
standard issue. Adopted in 1936, it was America's main battle rifle until the 
late 19S0s. saw extensive service in both World War 11 and Korea. Many still 
consider it the best battle rifle ever made. 
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that European armies were generally equipped with 
the latest in proven weapons designs, meaning, of 
course, bolt action, m£^azine-fed rifles. America, 
on the other hand, had been involved in only two 
wars with foreign powers between 1800 rnd 1898. 
The Civil War was, despite the record casualties un- 
paralleled in American military history, strictly an 
internal affair in which both sides were about equal 
in actual quality and modernity of arms. It is little 
wonder, then, that we were slow in gettir^ onto 
the bolt action bandwagon. When we entered the 
Spanish-American War in 1898, only the 27,000 
man Regular Army was equipped with Krag-Jor- 
gensen .30-40 bolt action rifles- State militia units 
were mostly armed with the old .45-70 Sprir^field. 
The superiority of the German Mauser (both rifle 
and cartridge) was proven at the Battle of San Juan 
Hill, where a garrison of 700 Spanish soldiers in- 
flicted heavy casualties on the American force of 
15,000, accompanied by Cuban insurgents. 

The War Department finally realized that the 
Krag-Jorgensen just wasn’t good enough, so in 
1900 a new .30 caliber bolt action rifle was pro- 
duced by Springfield Armory. Its cartridge was 
little better than the .30-40 Krag, so further 
development produced the M1903 Springfield and 
the famous .30*06 cartrii^e. 

As we mentioned earlier, there were small wars 
going on somewhere in Europe throughout the 19th 
Century, and things hadn’t improved much as the 
world entered the 20th Century. There were ac- 
tually two Balkan Wars immediately preceding 
World War I. t'rance continued to nurse a strong 
distrust of Germany from the previous century and 
was constantly looking for better arms. Despite the 
almost universal acceptance of the bolt action rifle 
for military use, the French tested some 15 semi- 
auto rifle designs between 1897 and 1911, for an 
aver£^e of slightly more than one new design per 
year. The STAS was actually adopted in 1910, 
with production beginning in 1913. As with most 
changes in military small arms, the STAS couldn’t 
be issued to all troops virtually overnight, so the 
bolt action Lebel was still standard issue when a 
disgruntled Boa:iian student decided to use Arch- 
duke Francis Ferdinand for target practice in 
Sarajevo in June 1914. Within weeks, all of Europe 
was caught up in “the war to end all wars” and 
production of the STAS was terminated in favor 
of the Lebel, which was a known quantity. 

Early in the war, some German ground troops 
and aircraft observers were armed with Mondri^on 
semi-auto rifles, an interesting anomaly to say the 
least. Designed by a Mexican general of the same 



name, the Mondragon was briefly manufactured in 
Switzerland before the war and saw service with 
only one army, the Kaiser’s. It proved not to be 
rugged enough for battlefield use and was soon 
phased out in favor of the tried and true M98 
Mauser, 

Imperial Russia introduced the Federov Ml 91 6 
“avtomat”, which could actually be called the fore- 
runner of today’s assault rifles since it was a select 
fire arm chambered for, of all things, the 6.5mm 
Japanese round. Like the Mondragon and the 
‘ French St. Etienne Ml 91 7, it proved less than ideal 
in actual combat. 

World War I was so much larger in scope and in 
number of troops fielded than any previous war 
that virtually every participant, including the United 
States, had to issue an odd assortment of rifles in 
addition to the standard issue arm. But at least the 
U.S. was standardized in caliber. When America 
entered the war in 1917, both Remington and Win- 
chester were tooled up to produce the British 
Pattern 14 in .303 British. The design was quickly 
rechambered in .30-06 to become the famous 
M1917 Enfield. Although extremely heavy and not 
as well designed as the Springfield, the M1917 
Enfield was a rugged, reliable arm as Sgt. Alvin 
York and a host of other doughboys (far more of 
whom were armed with the M1917 Enfield than 
with the Springfield) would prove. 

An attempt was made during the war to turn 
the Springfield into a semi-auto rifle by adapting it 
to take what was known as the Pederson device. 
With the bolt removed, this device could be fitted 
to the Springfield so that it would fire a round 
similar to the .32 AGP in a semi-auto mode. Al- 
though 65,000 of the contraptions were made, it 
proved impractical in actual combat. The Peder- 
son device was actually a stopgap attempt to in- 
crease the Springfield’s rate of fire to counter the 
new German submachine guns which were beginning 
to appear at the front. As ridiculous as the idea 
sounds today, it was a sincere and honest attempt 
to solve a very real problem. 

With the end of hostilities in 1918, the world 
returned to an uneasy peace. Semi-automatic mili- 
tary rifle development continued in a number of 
countries with varying degrees of success, mostly 
varying d^rees of mediocrity. 

A new .276 cartridge was developed by the 
same man who had developed the Pederson device 
and was nearly adopted as the official U.S. rifle 
cartridge. During the 1929 ordnance tests at Aber- 
deen Proving Ground, every rifle tested with the 
exception of the Garand was chambered for this 
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From Lexington and Concord to Omaha Baach 
in Normandy and tha staamy $and» of Iwo Jima 
or tha bittar cold of Pork Chop HiM and Haart' 
break RIdga. tha Infantryman’s bast frrand has 
always baan hit rifla. Millions of Amarican troops 
relied on tha Garand at that friend through ona 
global war and a ''police action" in Korea that 
was. for all practical purposes, a full scale war. Hare 
a Garand toiing Gl breaks from cover and advances 
on a Pacific beachhead during World War If. 

round. Thi' Uarand was chambered for tha stand- 
ard .30*06 cartridKe. John C. (iarand had sub* 
mitted an exceUant design for lasting In 1920. its 
only drawback being that U required special ammu- 
nition to make it work, After it was re>ecLetl out- 
right for that very reason, Oaiand realised that he 
would have to come up with a nOe that would 
function well with existing aramal ammo. Happily, 
his 1929 rifle did just that and it was adopted for 
service, receiving official adoption in 1936. For- 
tunately for the U.S. and her allies. Chief of Staff 
Gen. Douglas Mac Arthur disapproved of the ,276 
round for which the Garand was supposed to be 
chambered when production began, ao the U.S. Ml 
rifle was manufactured in -3f)-06, an iroporUnt 
logistic; detail during the war when U.S. troops 
carried not only the Garand, but the Springfield 
and 1917 Enfield as well. 

At the outbreak of Work! War II, virtually 
every Allied and Axis power with exception of the 
United States wan essentially armed with rifles that 
dated Crc^m the preceding century, at least in terms 
of caliber and general type if not in actual date of 
manufacture. 



On the Allied side, the British were armed with 
SMLE’s, mostly No. 4 Mk 1 rifles once the war got 
into full swing. For the Homo Guard, they had a 
motley collection of Rosses, M1903 Springficlds 
and M1917 EnrieWs. As invasion app<;ared iminent, 
the cry of ‘*Send A Gun To Defend A BriLiah 
Home” was heanl throughout America. Rifles, 
shotguns and handguns of virtually every imagin- 
able description were donated to the cause. While 
the fact that America was sending guns W) arm the 
British populace was undoubtedly known to Hitler, 




Although it still lives on in commercial models 
produced by Springfield Armory, the Garand 
will always be thought of primarily as the rifle 
which helped widen the crack in the seemingly 
impregnable wall of Fortress Europe. While stra- 
tegic bombirtg U new concept in the 1940s) 
was a major factor in winning tha war, the indi- 
vidual foot soldier was still the most important 
weapon in the Aliies’ arsenal. Even with today's 
nuclear, particle beam and laser technology, 
virtually every nation that has an army maintains 
a large infantry. 
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A shortened Garend. the T-26, we deigned for use in Pacific jungle fighting. 
However, the war ended before it could be put into service and only a few were 
made. The concept lives on today in Springfield Armory's Tanker Garand. 



it certainly wasn’t the main reaaon he deckled not 
to invade the British Isles, However, one can bet 
that he well knew what hU troops would be facing 
if they did invade. A thoroughly armed and deter* 
mined populace could have eaaUy made the posi* 
tlon of Nasi occupation troops untenable, if indeed 
they had over been able to occupy the British 
Isles at all. 

The primary French rifle was the MAS 1B36, 
although as the Maginot Line proved worse than 
useless and the tides of war swiftly turned against 



Prance ancient Smm Labels, some dating back as 
far as the M18S6, and other leftovers from the first 
war were rechambered to the new 7,5mm French 
round. After France fell, the U S. armed Free 
French forces with the M190S and M1917 rifles in 
the standard U.S. .30-06 caliber. 

The Mosiit'Nagant was still the primary rifle of 
the Soviet Union, especially the M1938 variation. 
Even after the superiority of autoloaders had been 
Ormly established by the Ml Garand and Ml Ca^ 
bine, the Mostn*Nagant continued in production 




Following World War II, the Italian Army adopted the Garand. Made under 
license by Beretta. it was soon modified to take the 7.62mm NATO cartridge 
and was fad from a 20*round box magazine. This new rifle was designated the 
BM*59. It has been produced in e number of variations, including select fire 
models. A BM*S9E is shown at top, over a rare 7.62mm NATO Italian Garand. 
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and the last model variation was the M1944 — just 
one year before the war ended ! Submachine guns 
had by then, of course, proven most effective in 
the intense fighting around Stalir^rad and in other 
built up, fortified or wooded areas where facets 
were er^^^ed at short range and when time for 
sighting/firing was very limited. The Soviets 
daone in SMG development and deployment, their 
very crude but extremely effective and reliable 
PPSh-41 being a sterling example. 

On the Axis side, German riflemen were pri- 
marily armed with one of the M98 Mauser variants, 
and this continued to be true throughout the war, 
although some elite paratrooper units were armed 
with the very interesting FG-42 later in the war. 
This rifle was a select fire weapon which fired from 
a closed bolt as a semi-auto and from an open bolt 
when set for full auto — and it actually worked . 
The Allies first encountered this weapon in the 
fierce fighting to take Monte Cassino in Italy in 
1944. 

One who has never been on the inside in the 
initial planning, design work, then prototype 
and finally production stages of an item might well 
ask, “If the FG-42 was so good, why didn’t Ger- 
many simply stop makir^ the Mauser and go with 
the FG-42 exclusively?” For that matter, they 
could also ask why U.S. arsenals turned out so 
many M1903A3’s during the war when the 
Garand had been adopted in 1936. 

The simple fact of the matter is that peacetime 
military budgets are normally very lean. This may 
sound strange when one considers the $200 billion 
plus military budgets of the U.S. during the 1980’s 
<the total direct cost to the U.S. for World War II 
was $330 billion). However, such large defense 
budgets (in inflated dollars at that) in peacetime 
have only come about since the Cold War of the 
1950’s. The U.S. military budgets of the 1930’s 
were pathetic in light of the buildup that would be 
necessary in just a few short years. At the time 
Pearl Harbor was attacked, only about 50,000 
Garands were actually in the hands of U.S. troops. 
The 50,000 plane Air Corps that President Frank- 
lin Delano Roosevelt had promised didn’t exist. 
P-38’s flying patrol duty along the Pacific Coast in 
the closing days of 1941 were unarmed, but 
sported broom handles painted black to simulate 

machine guns in their noses. 

Another unalterable fact is that in the ex^en- 
cies of wartime conditions,when there is a shortage 
of weapons of all types, an obsolete weapon of 
proven rehability and for which tooling and 
assembly lines already exist is vastly preferable to 



the superior weapon which only exists on the 
drawing board or in prototype form and whose 
performance qualities are an unknown, though 
they be near-perfect in theory. Thus we have the 
examples of the M98 Mauser which was actually 
designed before the turn of the century remEdning 
in production almost until war’s end and of the 
P-40 Warhawk f^ter, which was obsolete before 
Pearl Harbor, still rolling off the assembly lines as 
the war in Asia was winding down in 1945. When 
war was declared, we needed planes and rifles badly, 
so the P-40 remained in production even after the 
excellent P-51 Mustang was available in quantity 
and the Ml 903 A3 Springfield went back into pro- 
duction for the simple reason that there was al- 
ready ample tooling available for it and the United 
States desperately needed more rifles in 1944. In 
fact, nearly 40,000 Sprii^fields were built be- 
tween March 1937 and October 1939, before war 
was declared and after the Garand had been 
adopted. 

Both Italy and Japan were in the midst of 
changing rifle calibers when war broke out, the 
Utter actually had four rifle calibers listed as 
“standard” for machine guns at the start of the 
war. The 6.5mm Arisaka dated from 1897, with 
the Type 38 rifle very similar in action to that old 
workhorse of countless armies, the M98 Mauser. 
Japan adopted the Type 99 rifle in mid-1939, but 
like any other country with more than a handful of 
troops, was unable to complete a changeover of 
rifle and caliber overnight. However, just charging 
rifles and calibers at all, let alone action types, 
might be considered real progress in light of the 
feet that the Portuguese introduced firearms to 
Japan in the 1500’s in the form of matchlocks, and 
that remained the principle lock type of Japanese 
weapons imtil the 1860’s! 

Italy had a wide variety of rifles in service 
during World War II, principally 6.5mm M1S91 
Mannlicher Carcanos, M1S89 and Ml 89 5 Mann- 
lichers, and a lot of arms captured from the Central 
Powers during World War I. As usual, the 
effects of limited military spending during peace- 
time could be seen in Italian armament. The semi- 
auto Scotti Brescia Model X of 1931 saw only 
limited use during the war, even thoi^h it was 
probably superior to any of the bolt actions that 
were used. 

While it would be sheer folly to claim that the 
Allies won the war simply because American 
troops were armed with the Ml Garand, the fact 
remains that it was the most outstanding battle 
rifle of the war. However, the U.S. Army began 
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lookir^ for a select fire .30 caliber rifle in early 
1944. This request was evidently based on the 
success of the German FG-42, since it called for 
a select fire weapon which would fire from an 
open bolt in full auto and from a closed bolt in 
semi-auto. The request also called for a detachable 
20 round box mE^azine. Beginning with the basic 
Garand, Springfield came up with the T20 rifle 
and Remington developed the T22. A number of 
other variations followed over the years, finally 
culminating in the T44, which was the first of the 
prototypes that led directly to the M14. 

One might think that with a new, select fire 
battle rifle being under development even before 
the close of World War II, it might have been ready 
for service during the Korean War. But such was 
not the case. The mednstays of our troops there 
remained the Garand and the Ml Carbine. The 
Garand again upheld its reputation for ruggedness, 
reliability and accuracy in this conflict. It remained 
the standard U.S. service rifle until the M14 was 
adopted in the late 1950”s. 

Well over 4 million military Garands were 
made, with some 600,000 being made by Spring- 
field, International Harvester and Harrington & 
Richardson following the war. The Italian govern- 
ment adopted the Garand in the postwar era, and 
it was made under license by both Breda and 
Beretta. The Italians eventually developed the 
Garand into the excellent BM-59, a 7.62mm 
NATO rifle with a 20 round detachable box maga- 
zine. The BM-59 has been issued in a number of 
different models, both semi-auto only and select 
fire. They will be treated with more detail in 
Chapter 13. 



As with most military rifles, Garands began to 
appear on the surplus market once they were 
declared obsolete. In the early 1960’s, some 
surplus dealers were selling them for as little as 
$29.95 for the select grade. While a number of 
these rifles were sold, there was no great rush to 
purchase them for the simple reason they were so 
plentiful. However, as the supply b^iain to dry up, 
both prices and demand increased. Really out- 
standing examples had become collector’s items, 
and the survival movement which had recently 
begun was placing an emphasis on military and 
paramilitary type weapons. The Garand went the 
way of the Luger and the Broomhandle Mauser — 
imavailable except at a premium price. 

With the supply of surplus Garands beii^ all 
but exhausted and the demand constantly growing, 
it became commercially feasible to put it back 
into production. Sprii^ield Armory began pro- 
ducing it in both .30-06 and 7.62mm NATO 
(.308 Winchester) during the early 19S0’s, and it 
has sold well in both calibers. While the sales 
figures are undoubtedly heartenit^ to the Spring- 
field accountants, they also reflect another fact: 
even though ordnance experts may declare a 
certain weapon to be obsolete (and it might 
actually be from their point of view), discerning 
shooters recognize greatness, no matter what 
its ^e. John C. Garand would be proud to know 
that the rifle that bears his name shows no signs 
of losing its popularity, and if anythir^ is more 
in demand than ever. 

Garand lovers can rest assured that the rifle, in 
either original form or one of its descendants, will 
be around for a long, long time. 







II. Description & Operation 




Section 1, Description 

1. Characteristics: the U.S. Rifles cal. .30 Ml, 
MIC and MID are gas-operated, clip-loading, 
air-cooled, semi-automatic shoulder weapons. 
These rifles may be equipped with the gun sling 
M1907 (leather) or Ml (webbing). When desired, 
grenade launchers M7, M7A1, M7A2, M7A3; 
bayonets Ml, M5, M5-1, or flash hiders M2 or T-37 
may be used with these rifles. The flash hider T-37 
is issued only for rifles MIC and MID, and replaces 
the gas cylinder lock, becoming an Integral part of 
the gas cylinder assembly. 



2. Differences between models: 

(a) The U.S. Rifles .30 Ml, MIC and MID are 
basically the same. However, rifles of early manu- 
flicture of the same model may differ somewhat 
due to changes in the design of some of the com- 
ponent parts. 

(b) The U.S. Rifle Ml (Fig. 1) is the standard 
rifle, the basic weapon of the U.S. Infantryman 
in WWII and Korea (since replaced in service by 
the M14, then the M16). 

(c) The U.S. Rifle MIC (Fig. 2) is the standard 
Ml rifle with telescopes M81, M82 or M84 mount- 
ed on the receiver, and a cheek pad screwed to the 
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Fig. 2. U.S. rifle cal, .30, MIC {Sniper's) 



stock. Flash hiders M2 or T-37 are furnished as an 
accessory. If the rifle is fitted with a T-37 flash 
hider, its removal and replacement with a conven- 
tional gas cylinder lock may cause a change in the 
zero. The newer T-37 flash hider has not seen as 
extensive issue as the older M2. 

(d) The U.S. Rifle MID (Fig. 3) differs from 
tire MIC only in the design of the telescope mount 
and bracket. On the MIC, the telescope is held in a 
removeable mount having a dovetail slide mating 
with that of a bracket permanently attached to the 
receiver and locked in place by means of two 
locking screws. On the MID, the telescope is held 
in a removeable mount which in turn is attached to 
a fixed base on the barrel of the rifle by means of 
one screw and dowel pin. The MID, although of 
later design, had been shelved in favor of the MIC 
at the time the Ml rifles were superceded in the 
service by the M14, and therefore did not receive 
as extensive issue as the MIC. 

3. Data: (a) U.S. Rifle, cal. .30, Ml: see oppo- 
site page. 

Section 2, Operation 

4. Loading the rifle : 

(a) Single round: to load a single round, pull 
the operating rod all the way to the rear. While 
holding the muzzle below horizontal, place a round 
in the chamber and seat it with the thumb. With 
the knife edge of the right hand against the oper- 
ating rod handle, force the operating rod sli gh tly 
to the rear. Push down on the follower assembly 



with the thumb of the right hand and allow the 
bolt to ride forward. (Caution! Restrain the for- 
ward movement of the bolt with the knife edge of 
the right hand against the operating rod handle.) 
Remove the thumb from the follower assembly 
and release the operating rod handle, allowing the 
operating rod to go all the way forward. 

(b) Full clip: hold the rifle at the balance 
with the left hand and pull the operating rod 
handle all the way to the rear. Place the butt of 
the rifle on the ground or against the thigh. With 
the right hand, place a full cUp on the top of 
the follower assembly. Place the thumb on the 
center of the top round in the clip and press 
straight down into the receiver until it catches 
(Fig.6). Swing the right hand up and to the right 
to clear the bolt in its forward movement. Note 
that the operating rod is not held to the rear during 
loading since there is no danger of it going forward 
as long as pressure is maintained on the top round 
in the clip. If the bolt does not fully close and 
lock, tap soundly with the heel of the right hand 
against the operating rod handle. 

(c) Partly filled clip: hold the rifle in the same 
manner prescribed for a full clip. With the oper- 
ating rod all the way to the rear, place an empty 
dip into the receiver. Place the first round into the 
dip and on the follower, to the left of the follower 
slide. Press the second round into the clip, exerting 
a downward, turning motion until the round 
snaps into place. Load the remaining rounds in 
the same manner (F^. 7). With the knife edge of 
the right hand against the operating rod handle, 
force the operating rod handle slightly to the 




Fig. 3. U.S. rifle cal, .30, MID (Sniper's) 
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SPECIFICATIONS, U.S. RIFLE Ml, .30 CAL. 



Weight 9,5 pourtds 

Weight with bayonet Ml and sling M1 907 11.2 pounds 

Length (over all) rifle only 43.6 inches 

Length (over-all) with bayonet Ml 53.4 inches 

Length of barrel 24 inches 

Length of rifling 70.8 calibers (21.30 inches) 

Rifling, old barrels Four grooves 

Rifling, new barrels Two grooves 

Rifling twist Right hand, one turn in 

33.3 calibers (10 inches) 

Depth of grooves, rifling 0.0040 inches 

Cross-sectional area of bore 0.0740 sq. inches 

Type of mechanism Gas-operated, semi-automatic 

Loading device En-blocclip 

Rate of fire 25-30 aimed shots per minute 

Cooling Air 

Sight radius 27.9 inches at 100 yd range 

Trigger pull 7.5 max, 5.5 min 

Normal pressure 50,000 lbs per sq in (copper) 

Ammunition types Ball, AP, tracer, grenade 

Velocity (M-2 ammunition) 853 (2,800 f.p.s.) meters/sec 

Maximum range (M-2 ammunition) 3,200 meters (3,450 yards) 

Maximum effective range 460 meters 

Front sight Fixed blade 

Rear sight 

(b) U.S. Rifles MIC and MID (sniper's): Adjustable peep 

Length of rifle with flash hider (M2) 46.13 inches 

Weight of rifle with scope, flash hider 

(M2), web sling and cheek pad 1 1,81 pounds 

Weight of telescope MSI, M82 or M84 

with removable mount assembly 1 .24 pounds 

Weight of flash hkJer (M2) 0.44 pounds 

Weight of web sling 0.26 pounds 

Weight of cheek pad 0.34 pounds 

WeighLof rifle M1C or MID without 

accessories but including perman^itly 

mounted bracket 9.75 pounds 

Weight of leather sling Ml 907 0.50 pounds 

Weight of telescope M81 or M82 only, 

without removeable mount 0.84 pounds 

Weight of web carrying case M65 0.28 pounds 

Trigger pull 6.5 pounds max, 4.5 min 

Focus for distance Universal 

Maximum useful range 800 to 1,000 yards 

Zero setting range (telescope) 300 yards 

Field of vision at 100 yards 35 feet (M84 scope 27 feet) 

Magnification 2.2 X 

Eye relief (approximately) 5 inches 
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Fig. 4. Guo slings M1907 (iMthor) and Ml fweb) 



support Uio butt o( the rifle on the thigh or un the 
ground; with the right hand grasp the operating 
rod handle and puU the operating rod slowly to 
the rear. At the same time, place the left hand, 
palm down, over the receiver to catch the round as 
it is elected. This keeps the round from falling 
into the dirt or away from your position. 



rear. Push down on the tup rotmd with the right 
thumb, allowing Che bolt to start the top round 
forwird. Kemove the right hand and allow the 
operating rod to go forward. 



6. Unloading the rine: 

U1 To unload a round from the chamber 



eausH— 731009$ 






HfDca Ma»7i«i94i 



AAPD i909t7 



Pig. S. Flash hider M2, cleaning rod, and tool 
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(b) To unio&d a filkni or partly Tilled clip, 
onload the round that is in the chamber as de> 
«;ribed above in (al. When the operating rod 
reaches its rearmost position, hold it there. Place 
the palm of the left hand over the receiver and 
depress the clip latch with the left thumb, allowing 
the clip to be ejected up into your hand. Do not 
relax the rearward pressure on the operating rod 
handle until after the clip has been removed. 

(c) The empty chp 'a aulomBtically ejected 
fyam the receiver when the last round it contains 
hi fired. 

f>. Loading rounds into a clip. 

la) Insert eight rounds into the cUp. holding 
the clip and rounds in the manner shown in Kig. 8. 
Start plaintig rounds in from the lower left of the 
clip and make sure that c« h round is against the 
mar wall so that the inner rib of the clip engages 




Fig, 8. Loading rour>ds Into a clip. 



the extracting groove of each round. The top 
round will then be on the* right, making the clip 
easier for a right handed firer to load. For the same 
reason, clips are usually loaded in this manner 
at arsenals. 

|b) Each time rounds an^ loaded into a clip, 
the dip should be checked for long rounds. If 
one round extends beyond others in the clip. It 
will make the clip difficult to load into the rifle, 
'Hie long round should be seated by removing the 
lop round, pushing the long round into place, and 
replacing the top round. \>o not tap the bullet 
against a solid surface to seal the long round, ns 
this may push the bullet back into the cartridge 
rase, breaking the bullet seal or damaging the 
huUel itself. Tins can result in changes in the 
ballistic performance of the round. 

7. Sight adjustment: 

(a) Iron sights (Ml rifle): The rear right 
(Pig. 9) can be adjusted to correct for a wind 
that is strong enough to blow a bullet off its 
course, or almply to change the i^tnke of the 
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Fig. 9. Iron paap sights, M1 rifle. 
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F 19 . 10. Rifl« KopM M61 and M82. 



bullet to another ipot on the target. The itrike 
of the buUet can made higher or lower (ele' 
vatlonl or can be moved to the right or to the left 
(windage), The elevation and windage knobs make 
audible clicks when they are turned, and each 
dick changes the strike of the bullet approximately 
one inch on the target for every 100 yards of 
range. For example, 2 clicks of either elevation 
or windage will move the strike of the bullet 
approximately four inches on a target at a range 
of 200 yards. Windage can be adjusted 16 clicks 
to the right or to the left of center index, and 
elevation csn be adjusted from 0 to 72 clicks. 

(b) Zero and Battle*Sight for Ml: Every 
rifle has certain characteristics that make the 
individual piece fire a little high, a little low, a 
little to the right or the left. To be able to get 
consistent hits, the rear sight must be zeroed 
for the various ranges, and the sight set^ng re* 
corded. The data for the rifle’s zero is easily kept 
in the accessory compartment of the stock for 
ready reference. To move the mean point of 
impact up, raise the rear sight, To move the mean 



point of impact to the right, move the sight to the 
right, and so on, SeversJ rounds should be fired 
Cfom a bench or sandbag rest from various ranges 
to find and confirm the aero settings. The battle 
sight setting ii the 300*yard zero, less two clicks. 
When two clicks are subtracted from the wro 
elevation, it causes the rifle to be zeroed in at the 
point of aim. In other words, the location of the 
shot group is moved from the center of the bull’s- 
eye to the lower edge. With this sight setting, a 
rifleman can hit his point of aim at 300 yards and 
can engage man-sixed targets at ranges from 0*400 
yards by aiming at the center of the mass. 

<i) To calibrate the rear sight to the battle 
s^t settii^ you; 

•run the aperture all the way down and loosen 
the screw in the center of the elevating knob until 
you can tum the knob forward . 

-turn the elevating knob forward until the 300- 
yard index line is opposite the index line on the 
receiver. 

-turn the elevating knob forward from this point 
the number of clicks equal to the 300*yard zero 
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Pig. 11 . R ififl $cop« MS4. 



in elevation, leas two clicks. 

•hold the elevating knub in position with your 
left hand and tighten the center screw, then run 
the aperture aU the way up and tighten the screw. 
<heck your setting by turning the elevating knob 
back until the 900-y^ index Une is opposite the 
index line on the recfeiver, then turn it as far for* 
ward as you can. counting the clicks. The number 
of clicks you can turn the elevating knob forward 
should be equal to your battle sight setting. 

(ii) To set the battle sight on the older 
type sight (with locking nut) you: 

•set the 300*yard zero in elevation less two clicks. 
Lock the rear sight at this point by lightening the 
locking nut 

•loosen the screw in the center of the elevating 
knub and turn the knob until the battle sight 
index Une is opposite the index line on the re* 
oelver, 

•tighten the screw in the center of the eleveting 
knob, 

•check the setting as described In |i) above. 

(iii) When the rear sight has been calibrated 
to the battle sight zero, the range indicators on 
the elevating knob may be used. If the rifleman 
has time in combat, he can set the estimated range 
to a target on the rear sight ar»d deliver more 
accurate fire. This is particularly advantageous 
when engaging targets at ranges over 300 yards. 

(c) Use of the Sniper Scopes: a telescope sight 
enables the sniper to flim with great accuracy, and 
has several advantages over ordinary rifle sights. 
Its magnification gives a better view of the target. 




Fig. 12. Rifle scope IVT84 on MIC rifle. 



The crosshair or sight post is more distinct than the 
front sight on an Ml, and covers a smaller area on 
Ihe target. The target and reticle both appear in 
focus to the firer. which eliminates the need for 
attempting to align a front and rear sight with the 
target. The telescope s^ht adds to the period of 
visibility at dawn and at dusk, and increases the 
probability of hlU at all raises, 

(i) The rifle scopes M81 and M82 (Fig. 10) 
are basically the same, the difference being in the 
reticle. The M81 scope has a crosshair, the M82 
has a simple post. The magnification and field 
of view are given in Para. 3. 

(u) The rifle scope M84 (Fig. 11 and 12), 
is somewhat different in construction than the 
M81 and MS2. and has a combination post* 
crosdiair reticle. The MB4 scope is standard on 
the rifle MIC. 




Fig. 13. Windage and elevation knobs. M84 scope 



(iii) With a telescope sight, the reticle is 
moved in the direction opposite to the one the 
firer wishes to move the strike of the bullet. 
This was taken into account in the design of 
the elevation and windage knobs. On the M84 
scope, for example (Fig. 13) when the windage 
knob is turned away from the firer (in the di* 
rection indicated by the letter '*R”), the reticle 
moves to the left, but the strike of the bullet is 
moved to the right. When the windage knob is 
moved in (he direction indicated by the letter 
*'L", toward the firer, the reticle moves to the 
r^t but the strike of the bullet moves to the 
left. To raise the strike of the bullet, the elevation 
knob is turned in the direction of the higher 
number. This moves the reticle down, but the 
strike of the bullet is moved up. 

(iv) The elevation knob (F^. 13) is 
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Fig. 14. Correct sight alignment. Ml rifle. 



mounted on top of the tube. It has, on the M84 
scope, a hinged protective cover that is held 
closed by a friction catch. The elevation screw 
has 32 threads to the inch. A complete turn gives 
40 minutes of angular movement of the sight 
post. Each minute-oTangle change is held by a 
detent within the knob. While the click is not 
normally audible, it can be felt. One click equals 
one minute or one inch per 100 yards of range. 
The elevation scale starts at zero yards and goes 




Fig. 15. Correct sight picture. Ml rifle. 



up to 900 yards with tick marks every 50 yards 
and numbers at 100-yard indexes. When calibrated 
at any given range, the elevation knob is approxi- 
mately correct from one to 900 yards. 

(v) The windage knob (Fig. 13) is on the 
left of the tube. The windage scale is adjustable 
in minutes of angle, and is graduated from 20 mi- 
nutes left, through zero, to 20 minutes right. 
One click equals one inch per 100 yards of range. 
A total movement of 100 minutes (two and a half 
turns of the knob) is available to permit the 
sight to be calibrated to correct for mount mis- 
alignment. 

(vi) The eyepiece shield, a synthetic rubber 
cylinder with a cut-away at the bottom, fits on the 
eyepiece of the tube. It cuts down light reflection, 
gives protection from rain, and provides a non- 
metallic surface for possible helmet contact. The 
shield should extend approximately one inch 
beyond the tube. On the M84 scope, the objective 
lens is shielded by a lens shade, which is a metal 
retractible tube than can be extended one inch 
beyond the cover glass. It prevents light reflection 
that m^t give away the sniper’s position. 

(d) Zeroing the MIC and MID: The Rifles 
MIC and MID are zeroed in the same manner as 
the Ml. The only difference is that the sniper 
zeroes so that the point of aim and point of 
impact are the same. The MIC and MID are 
ordinarily zeroed at 400 yards. After the MIC or 
MID has been zeroed at 400 yards, the elevating 
knob should be calibrated at that range. On the 
M84 scope, for example, this is done by holding 
the elevating knob tightly after it is set at the 
correct elevation, and loosening the locking nut 
on top. Then one can lift the elevating knob, align 
the Fig. 4 with the index pointer, and t^hten 
Uie locking nut. After the elevating knob has been 
calibrated in this way, it can be turned to any 
setting from 100 to 900 yards and be correct 
within one minute of angle. 

8. Firing the Ml, MIC and MID. To fire the 
Garand rifles, first load, as shown in Para. 4. 
Engage the safety (located directly in front of the 
trigger guard) by pushing it back into the trigger 
guard until it clicks. It may be removed from 
safe with the trigger finger when you are ready 
to fire. It may also be engaged before loading if 
desired. 

(a) Assume the position you desire (Fig. 16 
thru 24), align the s^ts as shown in F^. 14, 
obtain the correct s^t picture on the target as 
shown in Fig. 15, remove the safety, squeeze 
and fire. When using the sniper scopes, align the 
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to pr^ttuies approximating those of military 
loads. When using other than military issue am* 
mutition, the xights (peep or scope) must be 
zeroed in for various ranges with the particular 
type of arc munition, due to differences in ve* 
locities and wind*bucking characteristics of the 
particular round. Military ammunition is marked 
on the Lip of the huUet in color, indicating the 
type of bullet. 

(a) M*2 ball, the most common of the military 
loads. U not marked in color, as it is the only one 
left plain <^dc from the frangible ball, below). 
U has a gilding-metal jacket. The length of the 
bullet ia 1.123 inches. <Fig. 25 and 26) 

(b| M*2 armof'piercing, a marked with a 
black tip. (Fig. 25 and 26) 

(r| M*l incendiary . is marked with a blue 
tip. (Fig. 25 and 26) 



blew 

«•' AKwa r>« fcvniK < 3 » ^ 
•Howtam 




Fig. 16. Standing 
position. 



Fig. 17. Prone 
position. 



Fig, 18. Reloading 
from prone 
position. 



(d) M*1 tracer, is marked with a red tip 

25 and 26) 

(e) M-25 tracer, is marked with an orange 
tip. (Pig. 25 and 26) 

(f) M*2S tracer. (T72E1. oppos<*d to TIO, 
above), Is marked with an orange tip. (Fig. 25 
and 26) 

(g) M*14 arrDor*piercing, is marked with a 
white tip. (Fig. 25 and 26) 

(h) M>22 frangible ball, is unmarked, but is 
identifiable by its bullet length, which is 1.165 



crosshairs or top of the post on the center of 
the target. 



inches (as opposed to 1.123 for M2 ball). (Fig. 25 



Section 3, Ammunition 



and 26) 



(il M*3 ride grenade cartridge is used for 



9. The Ml, MIC and MID GararKi rifles fire launching rifle grenades and pyrotechnic signals 

.30 U.5. (,30-06) ammunition. Commercial sport- in conjunction with the grenade launcher, (Fig, 27) 

ing type ammunition will usually function if the (j) M-1909 blank, is used for firing salutes 

bulleti are of the right length, and they are loaded and training, and signaling. 
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Fig. 23. Adrial target position. 



is earliest type of launcher used with the 
Garand. Unlike the later models, it does not have 
a sprints tlide aasembly in the frame which 
allowii the valve in the gax cylinder lock screw to 
remain dosed except when opened by the recoil 
of a grenade being launched. It has a long stud 
which fits in the gas cylinder lock screw and holds 
the valve open ail the time the launcher is attached. 
Thus, due to the escaping gas. the rifle wUl not 
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Fig. 25. Tip markings. .30 ammunition. 



fire regular ball ammunition semi 'automatically 
when the launcher is attached. The valve must be 
open when firing a grenade to allow the excess 
gas to escape without ham to the mechanism. 
As the M'7 grenade launcher haa a rather weak 
circular type grenade retaining spring, it is nut 
recommended for use with casualty producing 
grenades, due to the danger of the grenade sliding 
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Fig. 24. Crouch position. 
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Fig. 27. Grenade launching cartridQe, M3. 



off the muzzle if the nfle is tilted downward, 
and exploding prematurely. 

(b) The Grenade Launcher M-7.A1 is similar 
to the earlier M*7, except that there is a spring- 
loaded slide assembly which allows the pin (shorter 
than on the M«7j to be out of contact with the 




Fig. 28. Loaded dip. 




— 2.12 IN — 
Fig. 29. Empty clip. 




Fig. 30. Grenade launcher M-7. 




Fig. 31. Grenade launcher M<7At. 




ti# 



Fig. 32. Grenade launcher M*7A2. 



valve in the gas cylinder \ock, except when the 
launcher moves back under the recoil of a grenade 
being launched. This aJloW!^ the rifle to he used 
as a 8emi*automatic with the launcher attached, 
and still allows the high*pressure and excessive gas 
from a grenade launching cartridge to escape from 
the mechanism when a grenade is fired. (Fig. 31) 
(cl The Grenade Launcher M-7A2 dlfferH 
from the M*7 and M -7A1 in that it has a clip type 
retaining spring, which firmly holds the grenade 
on the launcher until it is fired. This makes it 
reasonably safe to fire casualty^producing grenades 
from the launcher, with no fear the round will slide 
off the tube and expiodc prematurely if the 
musale is slightly depressed. (Fig. 32) 

(d) The Grenade Launcher M-7A3 (Fig. 33). 
is quite similar to the M-7A2, except that it is 
about 1 1/2 inches longer, allowing it to be used 
to ^re the heavier new types of anti*tank grenades 
which have loi^r stabilizing fins. It also has the 
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Fig, 33, Grenade launcher M-7A3, 



clip-type retaining spring, and is safe to use when 
filing casual ty*p reducing grenades. The M*7A3 
is the standard grenade launcher used with the 
Garand rifles, the earlier types being limited or 
substitute standard. 

11. Rifle Grenade Sight. The Rifle Grenade Sight 
M45 (Fig. 34) provides an angular mesisurement 
of elevation for firing rifle grenades. It can be 
used for both low and high angle firing. 

U) The sight consiste of a mounting scale 
plate and a sight bar assembly. The mounting 
scale plate is attached to the left side of the rifle 
stock by two wood screws. Two identical sets of 
calibrations are located on the Up of the mounting 
plate. Each set is calibrated in 5 degree intervals 
from 0 degree to 60 degree elevation, and each is 
numbered in 10 degree intervals. The under edge 
of the lip Is serrated to engage the click spring of 
the sight bar assembly. Each click is ■ 3 degree 
change in elevation, The sight bar assembly consiiU 
of a 13*centimeter (6 inch) sight bar with a fi*ont 
sight post, a rear peep sight mounted on a sight 
leaf, a leveling bubble, and an elevating acrew. 
The front sight post and the rear sight are used, 
by sighting through the rear peep sight over the 
front sight post at the target. At the rear of the 
peep sight are four 1 degree graduations (Pig. 35). 
These are used for making 1 degree to 4 degree 
changes in elevation for low angle fire. Five clicks 
of the elevating screw (12 minutes each) will make 
a 1 degree change on the rear peep sight For 
high angle fire, the front sight post, rear peep 
sight and elevating screw are not used. Instead, 
the sight bar assembly is rotated until the index 
line on the sight body bracket is aligned with the 
appropriate d^ree setting on the mounting scale 
plate. After you assume a correct fmj^ position, 
raise or lower the rifle until the leveling bubble 
is centered in its vial. This places the same angle 
on your rifle as you originally placed on the sight. 

(b) To mount the sight bar, place it on the 
mounting scale plate so that the ends of the click 



spring pass through the two slots in the mounting 
scale plate (Fig. 34). The sight bar assembly is 
then turned to the required setting. No clicks will 
be sensed until the index line on the sight body 
bracket approaches the graduations on the mount- 
ing scale pbte. To ease turning, lubricate the ends 
of the click spring. Wipe clean and renew oil daily 
and stftec firing, 

(c) Zeroing: the .M*16 grenade sight is made 
so that it can be adjusted both vertically and 
horixonUdly. When correctly adjusted, the aiming 
point of the direct fire sights and the point of 
impact of the grenade are practically the same. 
The desired range may be obtained by adjusting 
the sight for a given elevation. With the rifle sight 
set at aero elevation and windage, place the rifle 
in a stationary rest and u»e the “bore-sighting” 
method to aero the grenade sight. Select a distant 
aimir^ point <150 yards or more) and adjust the 
rifle so that the sights are set on the aiming point. 
Set the rear sight of the grenade sight at 0 degree 
elevation by turning the elevating screw sufficient 
clicks to align the sight body bracket with the top 
or 0 degree graduation line on thi* rear of the peep 




Fig. 34. Rifle grenade sight M-15, mounting on 
rifle. 
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(1) GRADUATIONS ON REAR 
IPEEP) SIGHT 



ELEVATING SCREW 




(t) REAR (PEEP) aiGKT ELEVATED 
THREE DEGREES 

Fig. 35. Rifle grenade sight M15, rear peep tight. 



sight and by rotating the tight bar aaaemMy until 
the index line on the eight body bracket coTTe* 
sponde to the 0 degree setting on the mounting 
Bcelc piatc, 

(1) Horizontal adjustment is made by 
loosening the two tight lea/ tcrews. Move the 
peep light the desired distance either to the right 
or left and then firmly tighten the two sight 
loaf screws. 

(ii) For vertical adjustment, sight through 
the grenade sight and note whether the sight is 
pointed above or below the aiming point. Remove 
the grenade sight bar assembly from the mounting 
scale plate and loosen the two capscrews on the 
inside of the sight body bracket To raise the 
point of aim of the grenade sight, turn the sight 
body clockwise in relation to the sight body 
bracket. To lower the point of aim. turn the 
sight body counterclockwise In relation to the 
bracket. Tighten the two capscrews and replace 
the sight bar assembly on the riRe. Verify the 
point of aim of the grenade sight. Repeat this 
process until the grenade sight is set on the same 
aiming point as the rifle sight. 

12. Direct fire from the grenade launchers: Direct 
fire is any firing done with less than 20 degrees of 
elevation. In direct fire, the weapon is fired from 
the shoulder, except in the prone position. This 
type of fire is effective against point targets such as 
tanks, pill boxes, or windows of buildings. In 
direct fire, the grenade must be fully seated on the 
launcher. 

(a) To fire, open the bolt and clear the 
rifle. Set the safety on lock. Insert the M>3 grenade 
cartridge into the chamber. Close the bolt. Place 




Fig. 36. Correct tight picture, direct fire. 



the grenade on the launcher (full). Remove any 
external safety features (safety pins, etc). Sight, 
with the eye clear enough of the sight to allow 
for the violent recoil. Unlock the safety. Fire. 
The correct sight picture is shown in Fig. 36. 
Siting is done much as with convention^ rifle 
sights, except that due to the short sight radius, 
slight misalignment will cause greater error on 
target. In low angle, direct fire, the grenade is 
always seated fully on the launcher, and the only 
variable Is the elevation setting on the sight, and 
Ihe windage, firing position a are shown in Fig. 37 
and 38. 

Id. Indirect fire from grenade launchers; Indirect 
or high*angle fire with rifle grenades ia accom- 
plished by placing the butt of the rifle on the 
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Fig. 38. Standing poiitlon, direct fir*. 



y^uund and firing at an angla of 25 or more degr«ei 
of elavation. Loading and firing ii the same ai 
outlined in Para. 12, but in high angle fire one 
may alter the range of a given grenade at a given 
elevation, by seating the grenade at different 
poflitioni on the launcher tube. Instead of sighting 
through the peep sight, on indirect Are the grad* 
uated scale and sighting bubble are used. Correct 
position for firing is shown in Fig. 39. 

(a) High'Uigle fire Is used with rifle grenades 
to cause casualties among enemy personnel, to 
fire Incentlary missions against Inflammable 
targets, or to perform signaling misuons with 
smoke or pyrotechnic grenades. Due to the In- 
accuracy of indirect fire, It is often used to engage 
targets in defilade positions. 

14. There are many various types of grenades and 
pyrotechnic devices which may be launched from 
the grenade launchers, representative illustrations 
of which are shown in Fig. 40 to 44. 

Section 6, Bayonets 

15. For the purposes of in-fighting, prisoner 
guarding, riot control and similar mtsMons the 
Garand rifles may be fitted with a bayonet. The 
Bayonet Ml (Fig. 45) and scabbard M7 were 
original issue for the Garand rifles, and also fitted 
the M1903A3 “Springfield” rifies. The Bayonet 
Ml hsa an over-all length of 14 7/16 inches, 
and a blade length of 10 inches. It is fitted by 



sliding the muzzle of the rifle through the hole 
in the top of the hilt, while fitting the retaining 
lug on tiK gas cylinder into the slot in the top 
rear of the handle. It is released by pushing upward 
on the button on the bottom front of the handle, 
and withdrawing straight forward. 

(a) The Bayonet M5 (Fig. 46) is somewhat 
shorter than the older Ml. and is carried in the 
bayonet scabbard MSAl (Fig, 47). 2t serves also 
as a general purpose utility knife. The locking 
device is located at the rear of the grip, and It is 
squeezed to withdraw the bayonet from the 
rifle. It is mounted in the same manner as the 




Fig. 39. Hlgh-angla fire, knaaling poiition. 




Fig. 40. Typo of rifle*projectad ground signals. 
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Fig. 45. Bayonet Ml and scabbard M7. 




Fig. 46. Bayonet MS. 



Ml. The bayonrt M6 U 11 1/4 Inches overall, 
and has a blade length of 6 S/6 Inches. 

(b) The Bayonet* knife M6*l (Pig. 47) is the 
most recent Issue bayonet for the Gannd. U 




Fig. 47. Bayonat MS-1 and scabbard M6A1. 



is slightly longer than the M5 (blade length of 
6 5/8 inches, over-all length of 11 1/4 inches), 
and hu a different locking mechanism. To mount 
the M6*l on the rifle, fit the lug on the rear of the 
hilt into the gas cylinder locking screw, while 
fitting the lug on the gas cylinder into the slot 
on the rear of the handle. To remove the M5*l 
from the rifle, push up on the release on the 
bottom front of the handle, and withdraw straight 
to the front. 
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III. Functioning, Stoppages 
& Immediate Action 




Section 1, Functioning 

16. On all standard models of the Garand rifles, 
the trigger must be pulled to fife eauli fouiid. 
Each time a round is loaded and fired, many parts 
inside the rifle work in a given order. This is 
known as the “cycle of operation”. This cycle is 
similar in most semi-automatic weapons. A knowl- 
edge of what happens inside the rifle during this 
cycle of operation will help you to understand 
the cause and remedy for various stoppages. 

(a) Feeding: feeding takes place when a round 
is moved into the path of the bolt. This is done 
by the follower assembly exerting an upward 
pressure on the bottom round in the clip. The 
follower assembly is continuously forced up by 
the pressure of the operating rod spring through 
the follower rod and follower arm (Fig. 48). 




Fig. 48. Position of parts, bolt in rearmost position. 







Fig. 49. Chambering. 




Fig. 50. Locking. 




Fig. 51. Firing. 



(b) Chambering: chambering occurs when a 
rovmd is moved into the chamber. This takes 
place as the bolt goes forward under pressure of 
the expanding operating rod spring, picking up the 
top round in the clip and driving it forward into 
the chamber (Fig. 49). Chambering is complete 
when the extractor snaps into the extracting 
groove on the cartridge case and the ejector is 

forced into the face of the bolt. 

(c) Locking: locking is complete when the 
bolt is fully closed. This prevents the loss of gas 
pressure until the bullet has left the muzzle. The 
bolt is locked by the rear camming surface in 
the recess in the hump of the operating rod, 
forcing the operating lug of the bolt down. This 
engages the locking lugs on the bolt with the 

recess in the receiver (Fig. 50). 

(d) Firing: firing occurs when the firing pin 
strikes the primer. As the tri^er is pulled the 
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Fig. 52. Action of the gas. 



niGKT LOCKIMCS LUC 




Fig. 53. Unlocking. 



tri^er lugs are disengaged from the hammer 
hooks and the hammer is released. The hammer 
moves forward under the pressure of the hammer 
spring and strikes the tang of the firing pin, driving 
the firing pin against the primer and firing the 
round (Fig. 51). 

(e) Unlocking: unlocking occurs after the 
firing of the round. As the bullet is forced through 
the barrel by the expanding gas, a small portion 
of the gas escapes through the gas port into the 
gas cylinder, forcing the operating rod to the 
rear (Fig. 52). The camming surface inside the 
recess in the hump of the operating rod forces 
the operating lug of the bolt upward, disenga^ng 
the locking lugs from their recess in the receiver. 
The bolt is thus unlocked and ready to be moved 
to the rear (Fig. 53). 



(f) Extracting: extracting is pulling the empty 
case from the chamber. The extractor, which is 
engaged with the extracting groove on the car- 
tridge case, withdraws the empty case as the bolt 
moves to the rear (Fig. 54). 




Ftg. 55. Ejecting and cocking. 



(g) Ejecting: ejecting is throwing the empty 
case from the rifle. As the bolt moves to the rear, 
withdrawing the case from the chamber, the round 
is held in place by the chamber walls. When the 
mouth of the empty case clears the chamber, it 
is ejected up and to the right by the expanding 
ejector spring and ejector (Fig. 55). 

(h) Cocking: cocking occurs when the ham- 
mer is forced into the proper position for firing 
die next round. This happens as the bolt continues 
to the rear. The rear end of the bolt forces the 
hammer back and rides over it. The hammer is 
caught by the sear if the trigger is still held to the 
rear, but it is caught by the trigger lugs if trigger 
pressure has been released (Fig, 55). 

Section 2, Stopples and Immediate Action 

17. Stoppages: 

(a) A stoppage is any unintentional inter- 
ruption in the cycle of operation. 



EXTRACTOR ENGAGED IN 
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F 19 . 56. Nomenclature of the Ml rifle. 



(b) MoBt stoppifres oecut because of dirty, 
worn, or nmkiin piim, And iack ol lubficoium. 
Those defects should be observed and corrective 
sttion taken to elimmste them before they cause 
a stoppage. 

IS. Immediate action: 

(al [mmodiate action Is the prompt ection 
taken by the rifleman to reduce a sloppage. To 
apply immediate action on the Garand rifles, 
pull the operating rod handle all the way to the 
rear with the right hand. PALM UP. then release 
it. The hand is held palm up to prevent injury 
should there be a hang fire which ignites as the 
action is opened. Next, aim the rifle and attempt 
to fire it, 

(bl If immediate action is applied quickly 
and properly when the rifle fails to Tire, most 
stoppages will be reduced. 

19. Mis/ir<’. Hangfire, and Cookoff: 

(a) With modern ammunition, hangfires and 
misfires rarely occur. Normally, the rifleman will 
apply immediate action which in moat instances 
reduces the stoppage when caused by a hangflre 
or misfire. 

(b) Misfires are caused by one of three fac- 
tors • the firer. the weapon malfunctioning (due 
to excessive dirt, etc.), or faulty ammunition. 
When many rounds have been fired and the barrel 
is hot, danger of the round "cooking off** or 
igniting from the barrel heat exists. For this 
reason, immediate action should be applied when 
a round does not fire to clear the ammunition 
from the chamber. When a hangflre ignites after 



it has been ejected from the weapon, it is relatively 

bflnnl<*9r. 

20. Malfunctions: A malfunction is a failure of 
the weapon to 0 iterate satisfactorily. Some of the 
reasons are: 

(a) The clip may jump out on the seventh 
round. This is caused usually by a bent follower 
arm or bullet guide and can be corrected by 
replacing them. 

(b) The rifle may fire in bursts of two or 
three rounds. This is due to the sear being broken, 
worn or remaining in an open position. It can 
usually be coirected by replacing the st^ar. or 
under field conditions, replacing the trigger hous* 
ing group. 

(c| The safety may release when pressure is 
Qiplied to the trigger. This can be caused by a 
broken safety or by the trigger stop on the safety 
being worn. It can be corrected by replacing the 
safety. 

(d) Operating parts which fail to move fully 
lo the rear (short recoil) are caused by: 

(1) valve leak in gas cylinder lock screw 
(screw valve not fully seated ) 

(2) defective operating rod spring 

(3) undersised piston (caused by the use 
of abrasives when cleaning the piston). 

21. Stoppages, their causes and remedies; 

(a) Failure to feed: 

( 1 ) lack of lubrication on operating parts 
(clean and lubricate parts) 

(2) defective or worn parts (replace parts) 

(3) ^ort recoil (see para. 20, d.). 
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(b) Failure to chamber: 

(1) lack of lubrication of operating parts 
(clean and lubricate parts) 

(2) dirty chamber (clean chamber) 

(3) defective ammimition (replace ammu- 
nition). 

(c) Failure to lock: 

(1) lack of lubrication of operating parts 
(clean and lubricate parts) 

(2) dirty chamber (clean chamber) 

(3) dirty locking recesses (clean recesses) 

(4) weak operating rod spring (replace 

spring). 

(d) Failure to fire: 

(1) defective ammunition (replace ammu- 
nition) 

(2) defective firing pin (replace firing pin) 

(3) defective tri^er housing group (repair 
trigger group). 



(e) Failure to unlock: 

(1) dirty chamber (clean chamber) 

(2) lack of lubrication of operating parts 
(clean and lubricate parts) 

(3) insufficient gas (tighten gas cylinder 
lock screw, clean or replace worn parts). 

(f ) Failure to extract : 

(1) dirty chamber (clean chamber) 

(2) dirty ammunition (clean or replace 
ammunition) 

(3) broken extractor (replace extractor). 

(g) Failure to eject: 

(1) broken ejector or spring (replace ejector 
or spring) 

(2) short recoil (see para. 20, d.). 

(h) Failure to cock: 

(1) defective trigger housing group (repair 
tri^er housing group) 

(2) short recoil (see para. 20, d.). 







IV. Field Stripping, Cleaning 
& Routine Maintenance 



Section 1, Field StrippinR 

22. The rifle should be disassembled and assembled 
only when maintenance is required, or for cleaning. 
Repeated disassembly and assembly causes ex- 
cessive wear of parts » and wUI eventually make 
them unserviceable, and reduces the accuracy 
of the weapon. 

(a) The Garand rifles Ml, MIC and MID 
are desiuned so that they may be esisLIy disas- 
sembled and assembled. No force is needed if they 
are disassembled and assembled correctly. The 
parts of the various rifles may be interchanged 
and function satisfactorily, with the exception 
of the bolt, but if gas cylinders, pistons and gas 
cyUnder locking screws are changed, it will tend 
to alter the zero of a given rifle. 

(b) As the rifle is disassembled, the parts 
should be laid out on a clean surface, in order 



of removal, from left to nght. This makes assembly 
easier because the parts are assembled in the 
reverse order of disassembly. 

(c) The first step in stripping the rifle, is to 
clear it. To clear the rifle, unload it as shown in 
Para. 6, pull the slide all the way to the rear, 
inspect the chamber, allow the bolt and slidi* to 
go forward, and pull the trigger. 

23. Disassembly Into the three main groups: 

(a| The three main groups are the trigger 
housing group, the barrel and receiver group, 
and the stock group (Fig. S7). 

(b) To disassemble the rifle into the three 
groups, place the butt against the left thigh, sights 
lo the left. Wilii the thumb and forefinger of the 
right hand, pull downward and outward on the 
rear of the trigger guard. Hwing the trigger guard 
out as far as it will go and lift the trigger housing 
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Fi^ 57. The three main groups. 
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F^g. 58. Ramoving rha triggar houstng group. 



BSKcmhly out (Fitf. 58). The rifla should ba left 
cocked for disusombly into thr three majn gniups. 
In older models, thr trigger guard is machined, 
and some are quite stiff. If difficulty is experienced 
in unanapplng the rear of the (rigger guard from 
the trigger housing, insert a cleaning rod through 
the hole in the bock of the trigger guard, and use 
both bandit to puU downward and outward. 

(<;l To separate the bam>l and receiver from 
tile stock, lay the weapon on a flat surface with the 
sights up, muzzle to the left. With the left hand, 
greu^p the rear of the receiver and raise the rifle. 
With the right hand, give a downward blow, 
grasping the small of the stock. This w||] separate 
the stock group from the barrel and receiver group. 
(Fig. 59). 

24. Disassembly of the Barrel and Kecelver and 
Trigger Housing Groups: 

(a) Place the barrel and receiver, with the bolt 
closed, on a flat surface with the sights down 
(insuring that the aperture is at its lowest possible 
position), muzzle pointing to the left. Holding 
the rear of the receiver with the right hand, grasp 
the follower rod with the thumb and foreAnger 
of the left hand and disengage it from the follower 
arm by moving it toward the muzzle (Fig. 60). 
Remove the follower rod and operating rod spring 
by withdrawing them to the right. It is not neces- 
sary to separate these ports. 




Fig. 59. Removing the barrel and receiver assembly 
from the stock assembly. 



|b) Using the tip of a cartridge or a cleaning 
tool, remove the follower arm pin by pushing it 
from the far side of the rec;e)ver toward the body 
(Fiff. 61. » 

(c) With the left bond, grasp the bullet guide, 
follower arm, and ojwating rod catch aswmbly, 
and lift them out of the receiver together ( Kig. 62). 
Separate and arrange these parts from left to right 
in the following order; follower arm. operating 
rod catch assembly, and buUet guide. 

(d) Reach down into the receiver and lift 
out the follower assembly, 

(e) Turn the barrel and receiver group over so 
(het the sights up. nuzzle pointing away from 
you. With the left hand, raise the rear of Uw re* 
ceiver With the right hind, pull the operating rod 
to the rear until the rear of the handle is directly 
under the forward edge of the windage knob. With 
an upward and outward movement, disengage the 
guide lug of the operating rod through its dismount 




Fig. 60. Removing the follower rod and operating 
rod spring. 
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Fig. 64. Removing the operating rod 



Pig. 62. Removing the bullet guide, follower arm 
& operating rod catch. 

natch on the receiver. Remove the operating rod 
{Fig. 64). CAUTION: the oiwrating rod it bent 
intentionally so that it will not bind against the 
enlarged portion of the barrel. Do not attempt to 
straighten it! 

(f) With the right hand, grasp the bolt by the 
operating lug and slide it fully to the rear: then 
slide it forward, lifting upward and outward to the 
right front with a slight rotating motion to remove 

it. 

Il) To detail strip the bolt, hold tbe bolt 
in your left hand. Place the blade of a combination 
tool or a screw driver between the extractor and 
the lower cartridge seat flange (Fig. 65). With your 
left thumb over the extractor, twist the blade 
against the extractor and unseat it. The ejector will 
snap up against your left thumb. Remove the 



Fig. 63. Removing the follower. 



extractor and the extractor spring and plunger. 
Lift out the e|octor and spring. Do not separate the 
ejector from iU spring, nor the extractor plunger 
from iU spring < Fig. 66 ), 

firing nin from vhi^ rrnr of 

the bolt. 

l3) The bolt may be disassembled without 
being removed from the rifle to replace a broken 
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Fig. 65. UnsMiing the extractor. 




Pig. 66. Removing the ejeclor enJ ipring. 



oxtrai'tor, ejector, or tiring pin. Pull the bolt to the 
rear and inrert the ecrewdriver blade of the MIO 
cleaning rod handle into the chamber. Allow the 
boll to close slowly. The protruding blade of the 
cleaning rod handle must be to the right so that It 
will fit under the extractor. Force the operaUi^ 
rod handle forward to compress the ejector spring 
and rotate the cleaning rod handle, unsealing the 
extractor (Fig. 67), Slowly move the boll to the 
rear, allowing the ejector spring to expand- The 




Fig. 67. Disassembling bolt In rifle. 




LCFT 

LOCKING 



extractor and ejector can then be removed. (If 
it la necessary to remove the firing pin. the barrel 
and receiver group must be separated from the 
stock group. 'Hien, after the extractor and ejector 
have been removed, the firing pin will fall out to 
the rear If the barrel is tilted up.) 

(4> lo useiiiOIr Uie IiimiI die firing 

pin. making sure that the tang fits into its recess 
in the rear of the bolt. Hold the bolt in your left 
hand witJi the face up, the operating lug to the 
right, and with the rear end on a solid surfac^e. 
Replace the ejector and the ejector spring so that 
the cut on the ejector is toward the operating lug. 
Replace the extractor spring and plunger. P|a< c the 
stud of the extractor into its hold in the bolt and 
press lightly on the extractor with the left thumb 
until it begins to ride over the extractor plunger. 
Place the disaMembling and assembling end of the 
MIO cleaning rod handle (or the tip of a cartridge) 
■o that the cutout portion will fit over the ejector 
and the blade is positioned to line up between 
Ihe bottom of the extractor and the lower car- 
tridge seat flange (Fig. 68). Press downward on the 
cleaning rod handle until the ejector is forced 
into the face of the bolt, and at the same time, 
press inward on the extractor with youi left 
thumb, seating iL 

45) To assemble the bolt while it is in the 
rifle, replace the parts as described in (4). above. 
Place the wrewdriver blade end of the MIO clean- 
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Fig. 69. Puts of 
old rwr sight. 
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Fi^ 70. Parts of now 
(modified) rear sight 



ing rod handle into the chamber in the same 
maimer used for disassembling the bolt Push 
forward on the operating rod handle, comprea^g 
the ejector spring, and push the extractor down 
until it is seated. 

(g) The rear sight may be disaasembled for 
parts replacement or cleaning after exposure to 
extreme elements such as salt water, sand or dust. 
It should be disassembled only when absolutely 
necessary (Fig. 69). 

(1) To disassemble the rear sight, place 
the barrel and receiver group on flat surface so 
the sights are up. Lower the aperture as far as 
it will go. Check the reading on the rear sight 
elevating knob and write it down. You will need 



this readir^t when you replace the rear sight ele* 
va^g knob. 

(2) Place the banal and receiver group on 
its right side, raussle to the left. Using the com* 
tnnation tool or screwdriver, remove the rear 
right elevating knob screw and the elevating 
knob. Turn the barrel and receiver group on its 
left side. The rear right locking nut can be removed 
with a pair of pliers. (Note: the elevating pinion 
has been counter bored on the threaded end to 
permit spreading after assembly. Frequent dis* 
assembly will cause stripping of the threads on the 
pinion; the rear sight therefor, is disassembled 
only when necessary as outlined above.) Unscrew 
and remove Ute rear sight locking nut. Unscrew 
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and remove the windage knob, taking care that 
the rear sight nut lock and sprir^, which are in- 
side the windage knoh, do not become lost. Tap 
the windage knob lightly to remove the nut lock 
and spring. Turn the barrel and receiver group so 
that the sights are up, the muzzle pointing to the 
front. Pull out the rear sight elevatir^ pinion from 
the left side of the receiver. Pull the aperture 
up about one-half inch. Place your thumb under 
the top of the aperture and push forward and 
upward to remove the aperture, cover and base. 
Separate the rear sight cover from the rear sight 

base. 

(3) The newer, modified rear sight elimi- 
nates the cross bar on the rear sight locking nut 
and the counterbored end of the pinion (Fig. 70). 
The modified sight is disassembled as follows: 

(la) Run the aperture all the way down 

and record the reading, as you will use this reading 
whf»n assembling the sight. Hold the elevating 

« * ... 4-V. . .. » . •• . 

knob and unscrew the nut in the center 61 Infi 
windage knob with the rim of a cartridge. You 
can loosen this nut, but you cannot remove it, 
so there is no danger of losing it. Withdraw the 
elevating knob to the left, removing the elevating 
knob and screw, and other parts, all of which are 
made into one piece and cannot be separated 
(like the rear sight nut, the elevating knob screw 
can be unscrewed until it is loose, but it cannot 
be removed.) Unscrew the windage knob until it 
can be removed. The aperture, base and cover 
are removed as already described for the older 
sight. 

(4) To assemble the early type of rear sight, 
you first assemble the rear sight cover and rear 
sight base into one unit. Place the rear lip of the 
sight cover in its slot at the rear end of the sight 
bracket. Press down against the front part of the 
sight cover, seating it in its slot in the front end of 
the sight bracket. Insert the aperture in its slot 
in the rear sight base. Slide the aperture to its 
lowest position. Holding the rear sight base for- 
ward against the rear sight cover, insert the ele- 
vating pinion through the left side of the receiver, 
taking care that it meshes with the teeth of the 
aperture. Insert the winck^e knob through the 
r^ht side of the receiver. Move the sight base 
to the left until the index line shows at the left 
edge of the wmdage gauge. Screw the windage 
knob into the rear sight base until the zero mark 
on the rear sight base is aligned with the center 
line of the windage scale on the receiver. Lay the 
rifle on its left side. Place the rear sight nut lock 
spring and nut lock in position in the wind^e 



knob around the threaded end of the elevating 
pinion, taking care that the flat cut on the ele- 
vating pinion is alined with the flat portion of 
the nut lock. Screw the rear sight nut onto the 
elevating pinion until the desired tension is ob- 
tained on both the elevating knob and the winds^e 
knob. When this nut is tightened too much, the 
elevating and windage knobs become locked and 
cannot be turned. Lower the aperture as far 
as it will go by turning the elevating pinion. Re- 
place the elevating knob and rotate it to the 
reading that was noted before this part was disas- 
sembled. Holding it in its position, replace the 
elevating knob screw. In tightening the elevating 
screw, run the aperture all the way to its highest 
position and set the screw as tightly as possible. 
Then run the sight down and recheck the reading. 
Be careful when starting the rear sight locking nut 
on the pinion so that you do not damage the 
threads. If you can remove the locking nut without 
tismg phuts or a &m$ui too t»ncJ Tfi«^ 

pinion should be respread, using a blunt center 
pimch. A very light tap of a hammer is enough to 
expand the end of the shaft. 

6. To assemble the newer (modified) rear 
sight, first replace the base, cover and aperture as 
described for the older sight. Screw the windage 
knob in until it takes hold and draws the base to 
the center position on the windage gauge. Insert 
the elevating knob and pinion shaft from the left, 
meshing the pinion with the teeth on the aper- 
ture. The flat portion of the elevating pinion 
shaft must pass through the D-shaped hole in the 
lock which is located inside the windage knob 
assembly adjacent to the slotted rear s^ht nut. 
With the aperture all the way down, adjust the 
elevating pinion until the recorded setting (before 
disassembly) is on the rear sight. Screw in the rear 
ag^t nut with the forked end of a combination 
tool or the base of a cartridge. Screw it in as far 
as it will go, then turn it back a fraction of a turn 
until any change on the rear sight clicks distinctly; 
the assembly is then completed. 

(h) The clip latch (Fig. 71) may be disas- 
sembled as follows: 

(3) Place the receiver on its right side with 
the muzzle pointing to the left. With the thumb of 
your left hand, depress the clip latch, which 
relieves tension on the clip latch spring. Using the 
point of a cartridge or a combination tool, push 
forward on the clip latch pin and unseat it. Re- 
move it by withdrawing it with your fingertips. 
Lift out the clip latch with the clip latch spring 
attached. 
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Fig. 71. OHatsembling the clip latch. 

(2) The dip latch it assembled in reverse 
order of above. 

(i) The trigger group is disassembled as 
follows < Fig. 72): 

(X) Close and latch the trigger guard. 
Squeeze the trigger, allowing the hammer to go 







\ 

-uMir 



Fig. 72. Trigger housing group. 




Fig. 73. Removing trigger assembly, hammer spring 
housing, hammer spring, and hammer spring 
plunger. 



forward under control of your thumb. Kold the 
trigger group in your left hand with the vertical 
bice to the left and the open face down. Using 
the tip of a cartridge, apply pressure on the triojcr 
pin until iu head is unseated. Slowly push out 
Uie trigger pin from left to right, maintaining 
pressure on the sear with the thumb. Slowly 
release the pressure, allowing the hammer spring 
to expand. 

(2) Holding the trigger houtung group 
in your left hand as shown in Fig. 73. remove the 
trigger assembly, hammer spring housing, hammer 
spring and hammer spring plunger. 

(3) Holding the trigger housing as shown 
in Pig. 74, use the tip of a cartridge to push out 
(he hammer pin. Move the hammer slightly to the 
rear and lift it out. 

(4> Unlatch and open the trigger guard. 
Pudi the top of the safety toward the o|>en face to 
unseal the stud of the safety from iU hole. Remove 
the safety by lifting it from its slot in the base 
of the trigger housing I Fig. 75). 

(5) Holding the trigger guard and trigger 
group housing as shown in Pig. 76, slide the guard 
to the rear until its wings are aligned with the 
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Fig. 76. Removing the trigger guard. 



safety atud hole. Rotate the trigger guard upward 
uritU the hammer atop inside the right wing cleara 
the barif of the trigger housing. 

<A) MoM the tnpfi^r Hr>ii«ir>g in yoiir left 
iia:id as bhown in big. 77, resting on a solid surface. 
Using the tip of a cartridge, apply pressure on the 
dip ejector through its dismount hole and unseat 
it from iU stud. 

(j) The trigger hoasing group is assembled in 
reverse order of disassembly, as follows: 

(1) Hold the trigger housing in your right 
hand, with the left side down and the rear end 
to the right. Place the clip ejector in position in 
the trigger housing with the short arm toward yoiir 
body and the tip of the long arm in its slot in the 
front of the trigger housing. The loop of the clip 
ejector Is positioned on the top of its stud on the 
left side of the trinter housing. With your right 
thumb, hold the loop of the clip ejector on top of 
this stud. With the forefinger of your left hand, 
hold the long arm up in its slot on the front 




Pig. 77. Removing the clip ejector, other parts 
shown in order of disassembly. 



of the trigger housing. Place the tip of your left 
thumb between the long arm and the bai^e of the 
bigger housing and move the long arm toward 
your body, at the same time exerting a pressure 
downward. The long arm of the clip ejector will 
snap into the notch on the base of the trigger 
bousing (Fig. 78). 

(2) To replace the trigger guard, hold the 
trigger housing as shown in Fig. 76. Place the wings 
of the digger guard astride the base of the trigger 
housing so that the hammer stop, on the inside 
of the ri^t wing, clears the base. Turn the trigger 
guard down and to the left until the holes in the 
wings are under the safety stud hole. Slide the 
trigger guard forward until the holes in the wings 
are aligned with the hammer pin hole. 




Fig. 7$. Replacing the clip ejector. 




Fig. 79. Replacing the trigger assembly* hammer 
spring housing, hammer spring and plungar. 



(3) Insert the finger piece of the safety 
through its slot in the base of the trigger housing. 
To reseat the safety stud in its hole in the trigger 
bousing, force the safety down against the pressure 
of the ^ori arm of the clip ejector. Push the finger 
|wece of the safety forward. 

(4) Insert the hammer loosely in position, 
holding it halfway between the cocked and fired 
position. Be sure that the hammer toe clears the 
hammer stop on the right wing of the trigger 
guard. Align the hammer pin holes in the hammer 
with the holes in the trigger housing and tri^er 
guard. Be sure that the trigger guard is not latched. 
Insert the hammer pin from the right side. Move 
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the hammer to the fired po&ition. Close and latch 
the trigger guard. 

(6) Place the trigger houung group on (he 
table with the base down and the rear end to the 
Tight. Assemble the hammer spring housing, 
hammer spring, and hammer spring plunger into 
one unit. Place the plunger in its seat on the 
hammer. Make sure the open side of the hammer 
spring housing is toward the safety. (Hus is impor- 
tant because failure to do so prevents the safety 
from being used, also the sear will not function.) 
Hold these assembled parts in a raised portion 
with the thumb and fingers of your left hand. 
With your right hand, insert the trigger into the 
trigger slot so that the notch at the curved rear 
surface of the finger piece bears against the rear 
slot in the trigger housing. Place the wings of the 
hammer spring housing astride the sear pin. With 
your right forefinger on the trigger and the right 
thumb against the sear, apply pressure forward 
uaJnst the sear and at the same time squeeze the 
tr4K('r. Hold the parts In this portion and Insert 
the trigger pin as far as its head only (Fig. 79). 




Fig. 80. Seating lha trigger pin. 



(6) To seat the trigger pin, hold the trigger 
housing group as shown in Fig. 80. Note the 
direcrion the pin must be moved to be seated. 
By applying pressure with the thumb and fingers, 
align the head of the trigger pin with the trigger 
pin holes, beat the tri^r pin by pressing on its 
head with the left thumb. 

(k) To remove the gas cylinder, unscrew the 
gas cylinder lock screw with a counter<lockwise 
morion as shown m Pig. 81. Use a wide bladed 
screwdriver, combination tool, or the screwdriver 
end of the MIO cleaning rod handle. Next, unscrew 
the gas cylinder lock, as shown in Fig. 82. With* 
draw the gas cylinder straight to the front. If the 




gas cylinder does not readily sUdo forward (ns 
when heavily fouled with carbon), rap smartly 
on the back of the bayonet lug* using a stick of 
wood or other soft instrument. Do not beat on the 
beck of the front sight. NOTE: on rifles with gas 
cylinders that have been modified by a cut that 
extends from the front sight base dovetail down* 
ward to the lower splines, it is m'cessary to loosen 
the front sight screw before attempting to remove 
the gas cylinder. Otherwise, the banel and gas 




Fig. 82. Removing the gas cylinder lock, 
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Fig. 83. Replacing th« operating rod. 



cylinder may damaged, Ctre must be exercised 
when removing any g05 cylinder, in order not to 
damage the iplines in the gaa cylinder or the 
matching groovee in the barrel. 

(1) To replace the gu cylinder aaaembly, elide 
the gas cylinder back over the barrel, being careful 
to align the uplines of the gas cylinder to the 
groovPH in the barrel. Replace the gas cylinder 
lock, turning It clockwise. If the gas cylinder lock 
does not align perfectly with the gas cylinder 
when screwed up snugly, do not attempt to force 
It! Rather, unthread the gas cylinder lock in a 
counter clockwise direction until the lock is 
aligned with the cylinder. Then, screw In the gas 
cylinder lock screw. The gas cylinder lock screw 
must be screwed on tightly and kept tight, because 
if it is loose it will cause a vibration at the end of 
the barrel when the nfle is fired, which may affect 
the accuracy of the rifle. If the sight screw was 
loosened to remove the gas cylinder, tighten it 
snugly. 

25. Assembly of the Barrel and Receiver and 
Trigger Housing Groups; 



(a) If the front hand guard has been removed, 
replace it, insuring that it is seated in the front 
band. 



(b) Replace the gas cylinder, as outlined in 
Para. 24 (M 

(c) To replace the bolt, hold it by the oper* 
ating lug and place the rear end of the bolt onto 
the bridge of the receiver. Rotate the bolt counter* 
clockwise as far as necessary to permit the Lang of 
the firing pin to clear the top of the bridge of the 
receiver. Guide the left locking lug of the bolt 
into its groove on the left side of the receiver. 
Lower the right locking lug on its bearing surface 
and slide the bolt halfway to the rear. 

(d) To replace the operating rod. hold the 
handle with the right hand and place the piston 
end into the gas cylinder. Align the oiHTating rod 
so that the recess in the hump fits over the oper* 
ating lug on the bolt. While applying pressure 
downward and inward on the handle, pull the 

tK<“ tfar 

engaged m iU groove (Fig. 83). Move the operating 
rod forward until the bolt is dosed. 



(e) Turn the barrel and receiver group over 
ao that the sights are down and the muzzle Is to 
the left Replace the follower assembly so that its 
guide ribs fit into their grooves in the receiver. 
Make sure that the slide of the follower is down 
md that the square hole is to the rear. The slide 
will rest against the bolt. 

(f) Replace the bullet guide so that its shoul* 
era fit into their slots in the receiver and the hole 
in the toe of the bullet guide is aligned with the 
holes in the receiver (Fig. 84). 




Fig. 84. Replacing the bullet guide. 
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(g) With the right hand, lift the Iowa part oi 
the bullet guide lUghtly. With the left hand, insert 
the rear arm of the operating rod catch assembly 
through the clearance cut in the side of the biiUet 
guide. Make sure the rear arm is underneath the 
front stud of the clip latch which projects into 
the receiver. Lower the huUet guide into place. 
Test for correct assembly by pressing down on the 
front arms of the operating rod catch assembly. 
It should move, and you should be able to feel 
the tension of the clip latch spring (Fig. 85). 




PI 9 . 85. Replacing the operating rod cetch essembly- 



(h) Replace the follower arm by passing its 
roar studs through the bullet guide and inserting 
them into the guide grooves on the follows 
I Fig. 86). Allow the wings of the follower arm to 
mst aHtnde the toe of the bullet guide. Align the 
holes in the operating rod catch assembly, follower 
arm. and bullet guide with those in the receiver 
and replace the follower arm pm from the near 
side. 

(i) ln!«ert the loose end of the operating rod 
spring into the operating rod. Grasp the follower 
rod with the left hand, making sure that its hump 
is toward the barrel. Pull towards the nuisale, 
compressing the operating rod spring, and engage 
the claws of the follower rod with the front studs 
of the follower arm (Fig. 87). It is easier to do this 
If you raise the follower arm sl^tly. 

26. To assemble the three main groups of the 
Garand rifles: 

(a) Place the barrel and receiver group on a 
flat surface, sights down (making sure the aper* 




Fig. 66 . Replacing the tollowar arm. 



ttire is at its lowest position, to avoid damage to 
same). Pick up the xtock group and engage the 
II -shaped flange of the stoetk ferrule in the lower 
band (Pig. 88). 

(b> Unlatch and open the trigger guard (this 
is easier if the hammer is cot^ked). Keeping the 
base of the trigger housing group level, plsee it 
straight down into the receiver, making sure that 
the locking lugs on the trigger guard enter their 
recesses in the r»*< eiver (Fig, 89). Pla< e the butt of 
Ihe rifle on the left thigh with the sights to the 
left. CUoae the trigger guard and latch it by striking 
it smartiy with the heel of the right hand. The 




Fig. 87. Replacing the follower rod and operating 
rod spring. 
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trigger guard i» latched m ttu$ manner to avoid 
damage to the rear aight. 



27. Test for correct assembly: each time the rifle 
is disassembled and assembled it should be tested 
to make sure it if put together properly. To do 
this, pull the operating rod to iU rearmoat position. 
The bolt should stay open. Close the holt and snap 
the safety to Its locked position. The hammer 
should not fall. Push the safety to its unlocked 
position and squeeze the trigger. The hammer 
should fall. This test is made to check the oper* 
ation of the safety. 

Section 2, Cleaning 

2S. The rifle must be cleaned after it has been 
fired because firing produces primer fouling, 
powder ashes, carbon and metal fouling, American 
manufactured ammunition of militai> issue since 
the start of thp Korean war period has non* 




corrosive priroers which make cleaning much 
eesier, but no less important. These primers stall 
leave a deposit that may collect moisture and 
promote rust if not removed. Many excellent 
commercial and G.l. issue bore cleaners are avail- 
able, hot soapy water may serve as an expedient. 

(a) Chamber: the chamber should be thor* 
oughly scrubbed with bore cleaner and a chamber 
brush (issue chamber brush shown in Fig. 90), 
sid wiped clean. 

(b) Bore: saturate a bore brush with bore 
deaner and scrub thoroughly. Saturate a patch 
with bore cleaner and swab the bore thoroughly. 
Oiange patches until they come out clean, then 
dry the bore with a clean patch and oil the bore 
and chamber lightly with a good grade of gun oil, 
or as an expedient No. 10 motor oil. 

(c) Gas cylinder lock screw with lock as- 
sembly : remove carbon deposits by using bore 
cleaner. Do not use abrasives. Check to see that 

Ui9 iJSiUB t9 nut H8)iJ oym riy piutiuiM a? illiT uf 

sand. Wipe dry and oil lightly. 

(d) Operating rod: remove any carbon from 
the piston end with bore cleaner. Clean the tube 
portion with a patch and bora cleaner. Do not use 
abrasives on the piston end of the operating rod, 
as if the piston becomes rounded it will not func- 
tion satisfactorily. Wipe dry and oil lightly. 

(e) Gas cylinder: clean the gas cylinder with 
bore cleaner and patches. Use caution when 
removing carbon deposits from the front end of 
the gu cylinder, so as not to damage the inside 
of the cylinder or the splines which fit on the 
barrel. Wipe dry and oil lightly. 

(f) Face of bolt: clean with bore cleaner and 
a patch, or scrub with a long bristled, soft brush. 
If corrosive amm\inition has been fired, disas- 
semble the bolt and clean the inside with bore 
cleaner to prevent rust. Wipe clean and oil lightly. 

(g) Other parts: use dry cloth to remove 
dirt or sand from other parts and exterior surfaces. 
Apply a light coat of oil to all metal parts, and 
rub a li^t coat of raw linseed oil onto wooden 
parts. Be careful not to get linseed oil on metal 
parts, as it will dry and leave a gum which will 
hamper functioning. 

(h) The rifle should be cleaned the same day 
it is fired, and the bore should be wiped dry and 
re-oiled for three consecutive days after firing, to 
check for possible rust. A light coat of oil should 
be kept on all metal parts. 

Section 3, Routine Maintenance 
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29. When in use, the rifle should be inspected 
frequently for evidence of rust and general appear- 
ance. A light film of oil should be maintained on 
all metal parts, and wood should be periodically 
rubbed with raw linseed oil. Periodic inspection 
^ould reveal any defects such as burred, worn, 
or cracked parts, and such defects ^ould be 
corrected as outlined in Part Two, 

(a) A muzzle plug should not be used, nor 
should the rifle be kept in a rifle case. If a muzzle 
plug is used, it will tend to collect moisture in the 
bore, and promote rust. A rifle case will also draw 
moisture and promote rust. 

(b) Maintaining the correct rear s^t tension 
is important, as without it the s^t will not 
mmntain its setting in elevation. If the elevating 
knob is extremely difficult to turn, or the elevating 
knob turns freely without an audible click, the 
tension should be adjusted. 





Frg. 92. Points to apply rifle grease. 



(1) If the elevating knob is extremely 
difficult to turn, rotate windage knob nut (with a 
pliers or screw driver depending on whether the 
sight is the old or new type) counter clockwise 
one click at a time. Repeat this process until the 
knob can be turned without extreme difficulty. 

(2) If the elevating knob is extremely 
loose and the rear sight aperture will not raise, 
the windage knob nut must be turned as above! 
but in a clockwise direction, one click at a time, 
until the aperture can be raised. 

(3) To check for correct sight tension, 
raise the rear sight to its highest position, and then 
lower two clicks. Push down and forward with 
the thumb. If the sight aperture drops, tension 
must be adjusted as outlined in ( 2) above. 

(c) Before firing the rifle, the bore and 
chamber should be cleaned and dried. Metal parts 
excepting those which will come into contact 
with ammunition should be oiled lightly. 

(4’l firing f»T ii*nnRnre tn wat**r, rifi* 

grease or a good grade of molly di-sulphide grease 
should be applied to the parts indicated in Fig. 92. 
Rifle grease should not be applied if the weapon 
is to be exposed to extremely cold temperature 
or extremes of sand and dust. 

(e) In cold climates, the rifle should be kept 
free of moisture or excess oil, which will cause 
operating parts to operate sluggishly or fail com- 
pletely. 

(f) In hot, humid climates or if exposed to 
salt water, the rifle must be inspected thoroughly 
during frequent intervals for signs of moisture or 
rust. Metal parts should be kept well oiled and 
wood should be treated with raw linseed oil to 
prevent swelling. 

(g) In hot, dry climates the rifle should be 
cleaned frequently to remove sand and/or dust 
from the bore and working parts. In sandy areas, 
tile rifle should be kept dry. The rifle should be 
lightly oiled when sandy or dusty conditions 
decrease. 
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Section 1 , Infection Prior to Disassembly 

30. Fundamentally, inspection is for the purpose 
of determining whether the rifles are serviceable 
and dependable. When a rifle is found to be im* 
serviceable, the cause and extent of the unservice- 
ability should be determined and corrected. 

(a) Before any rifle is inspected, it should be 
cleared and the chamber and bore checked for 
obstructions. 

(b) Before inspection, the rifle should be 
thoroughly cleaned to remove any grease, dirt, 
or other foreign matter which might interfere 
with its proper functioning or the use of the gages 
and tools used in inspection. 

(c) Inspection, maintenance and repair of 
the rifle should be thorough and exacting, for 
the malfunction of one small part may cause 
malfunction of the rifle, 

31. The rifle should be visually inspected for 
general condition, operation, and functioning 
before disassembly for detailed inspection. During 
such inspection, dummy cartridges should be used. 

(a) The bolt: place a clip of eight dummy 
cartridges in the receiver of the rifle in the normal 
manner, and allow the bolt to close. Check the 
operating rod handle to make certain that the 
bolt is in the fully closed position. Then slowly 
retract the bolt to note whether the extractor has 
fully engaged the cartridge and whether the ejector 
throws the cartridge from the receiver. Retract 
the bolt fully and repeat the operation imtil the 
entire clip of eight cartrii^es has been fed through 
the successive cycle of operations. As the last 
cartridge is ejected, the empty clip should also be 
thrown firmly upward and away from the receiver. 



The operating rod handle and bolt should then 
remain in the retracted position. 



(b) Trigger pull: the trigger, when pulled, 
riiould move to the rear without stopping or 
gritting. Trigger pull must be greater than 5 1/2 
pounds but should not exceed 7 1/2 pounds for 
the Ml rifle, and is not to be less than 4 1/2 
pounds or more than 6 1/2 pounds for the MIC 
and MID rifles. Trigger pull is determined by 
using trigger pull weights (F^. 93). With the rifle 
cocked and the safety in the forward position, 
rest the weight on the floor or ground and hook 
the trigger weight wire onto the trigger so that 
pressure is applied about 1/4 inch from the lower 
end of the tri^er. Make certain the rod contacts 
only the trigger and does not rub E^ainst the 
trigger guard or stock, and that the rod and barrel 
are both vertical and parallel; then carefully raise 
the weight from the floor. In testing the rifles, 
if the minimum weight trips the hammer or the 
maximum weight fails to trip the hammer, correct 
the tri^er pull as outlined later on. 

(c) Clip ejector: inspect function and spring 
tension of clip ejector with loaded clip in rifle. 



(d) Rear sight: try the rear sight elevation and 
windage knobs for operation (Fig. 94). To verify 
the setting of the rear sight, set the 100-yard 
elevating knob graduation opposite the index line 
on the receiveij. With this setting it should be 
possible to depress the aperture from one to nine 
dicks. Check the cover for tightness and tension 
relative to the aperture. 



(e) Gas cylinder group: check the parts of the 
gas cylinder group for dents, burs, etc. Check the 
front sight for looseness, bent or burred wings, 
and check the blade for “shine”. 
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Fig. 93. Tertlng trigger pull. 



(f) Clip latch; check the dip latch tor free* 
dom of movement and teniiori of tiie spring. 

(g) Barrel and receiver group: the barrel is 
inspected vitually to determine the condition of 
the bore and the extent of detenoration that has 
taken place. A gage Inspection is made to deter* 
mine the amount of wear that has taken place at 
the origin of the rifling with a breech bore gage 
(Fig. 96). TIu' wear in the chamber or in related 
parts affecting headspace is checked with head* 
space gages as specified in the serviceability chart 
(Fig. 96). Military rifles are classified according 
to varying dogrees of serviceability, depending 
upon the use to which the rifle is to be put. This 
is included herewith as it makes a handy reference 




Checking rear sight (old type). 



for determining whether the rifle in question is 
serviceable for the use in mind, i.e,, plinking, 
huntit^. serious ta^et shooting, etc. 

(h) Gage in^>ection offers no problems, as 
the tolerances are definitely set; however, classU 
fication of barrels by visual inspection varies with 
the disposition to be made of tho rifle, and ^uch 
dassITication is largely a matter of individual 
skill and juc^pn^nt. 

(1| The serviceability chart (Fig. 96) 
shows the limits for breech bore and headspace 
renjuiremenU. For rlassifi ration of the barrel by 
visual inspection to be fit for use by uning military 
organizations, the following standards have been 
aet If the barrel is pitted to the extent that the 
diarpneas of the lands is affected, or if it has a pit 
or pile in the lands or grooves large enough to 
permit the passage of gas past the bullet, it is to 
be scrapped. A pit, the width of a land or groove 
and 3/S inch long or longer, Indicates this con* 
djtion. Bum me the bonrl for mcdiomcal doiiiogr 
and examine the chamber for deep pita that would 
seriously affect extraction. 

OACa ««Oi KM 




Fig. 95. Checking with broach bora gage. 



(2) On weapons to accompany troops 
overseas, check the headspace as per the service* 
ability chart (Fig. 96). Examine the barrel for pits 
or mechanical damage. A barrel that is uniformly 
pitted but with sharp edges on the lands is con* 
aidered serviceable. Only those barrels which show 
excessive wear, developed pits, or which have 
pits cuttii^ into the lands are considered un* 
serviceable for overseas shipment by the U.S. 
Military. 

(3) Weapons placed in storage for reissue 
have more strict a standard. Limits for breechbore 
and head8pK^e measurements are shown in the 
serviceability chart (Fig, 96). A few fine pita are 
acceptable. However, the general appearance of 
the bore should t^>proximate that of a new barrel 
and should s^pear to have a minimum of 75 per* 
cent of normal life left. 
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(i) The headspace of a miUtary rifle ia meas- 
ured as the distance between the shoulder of the 
chamber and the face of the bolt when the bolt 
is in a locked position. The miniiDUin headspace 
measurement on the Garand rifles is 1.940 inches. 
Headspace is important because it affects accuracy 
safety. If the weapon has excessive headspace 
when the round is fired, the thin portion of the 
case expands and grips the walls of the chamber, 
while the base of the case moves rearward to fill 
in the room allowed by the excessive headspace 
and pulls the case in two. This is called a ruptured 
case and allows gas to enter the receiver, often 
severely damaging the weapoi^. To obtain the head* 
space measurement, the headspace gage is placed 
on the face of the bolt and so positioned that the 
ejector enters the clearance cut on the base of the 
headspace gage. If the bolt will close fully on a 
1,940-inch gage and will not close on the maxi- 
mum gage IB speciified by the serviceability chart 
(Fig. 90). the headspace Is satisfactory. 

(1) Certain military issue .30-06 gages of 
early manufacture do not have a bevel around the 
head of the gage, and are not stutable as inter- 
ference will be encountered with the fillet around 
the face of the bolt and erroneous readings will be 
obtained. Other gages, as ones which are not 
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Fig, 96. Serviceability chart (U.S. military specs). 




Fig. 97. Checking headspace vvith test bolt and 
headspace gage. 



military issue, do not have a clearance cut for the 
ejector. When using tht*ee gages, remove the ejee* 
tor. 

<2) Tlte most accurate method of taking 
headspace U with the operating rod removed. an<l 
the reading taken while routing the bolt lug by 
hand. If it is found that the head apace of the rifle 
is over 1.950 inches, check the rifle with the field 
test bolt (Fig. 97), This will determine whether the 
excessive headspace Is caused by a worn bolt or 
a worn barrel and receiver assembly. If the field 
test bolt will not close on t 1.960'inch headspace, 
the bolt is worn and must be replaced: if the field 
lest holt will close on a 1.9 50* inch headspace, 
the barrel and receiver assembly is worn and must 
be replaced. 

(J) With the action open, inspect the receiver 
for b UTS or o ther deform ation . 

(10 Bolt group; test the bolt for freedom, 
smoothness of movement, and for locking. Insert 
bolt in receiver and function with fingers. 

(1) Stock group: 

<1> Inspect the stock for cracks, scratches, 
bruises or mutilations. Check for loose or bent 
fling swivels, burs, a loose front swivel screw, 
loose or burred stock ferrule, and for loose or 
missing butt plate screws. Check the seating of 
Che butt plate, function of the butt plate cap, 
and the tension of the butt plate plunger spring. 
Make certain the combination tool, oiler, thong 
case and rifle grkaae container and/or other acces- 
sories are in the butt-well. 

(2) Inspect the hand guards for cracks and 
scorii^ Check the ferrule and rear hand guard 
band for looseness and burs. Check the lower 
band for looseness, burs and loose or missing 
pin. The pin should be staked. Check the spacer 
in the front hand guard for position and looseness. 
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VI. Tools, Gages & Fixtures 



Section 1 , General 

32, Complete overhaul and repair of a complicated 
and preciiion mechaniam euch aa a semi-automatic 
rifle is best accomplished by the use of certain 
special tools* gages and fixtures. Many small gun 
or ordnance shops may not have all the special 
tools used by the G.S. military, but these toots 
are illustrated herein to show the proper type of 
tools that should be used, and the moat expedient 
methods of using them, They vary tools 

which are Issued, tools and fixtures which are made 
up, and common tools, Plans are shown also for 
the fabrication by gunsmith or ordnance shops 
of the tools and fixtures which aid in the repair of 
quantities of rifles, which may not be necessary 
for the repair of single rifles. The illustration of 
the tools used by military installations is intended 
to serve as a guide for correct improvisation, and 
the iUustration of their use to serve as a guide for 
proper methods. 

Section 2, Non'Improvued Tools. Gages and 
Fixtures 



ofroundnees as well as for oversize diameter. The 
gage checks only Che origin of the cylindrical 
portion of the gas cylinder, as this portion has 
been found to be the one that determines whether 
or not the cylinder allows the weapon to function 
properly (Fig. 9S). 

(c) Barrel diameter at gas port* no*go gage 
ffsn 41*G<2S6). Thb gage is us^ to check the 
diameter of the barrel at the gas port {fig. 98). 

(d) Piston gage, no-go (fsn 41-G-236-85). 
This gage is used to check the diameter of the gas 
piston (Pig. 98). 

(e) Headspace Gages (Fig. 98) are used to 
check the distance between the shoulder of the 
chamber and the face of the bolt. Headspace gages 
are in three sises namely; 1.940 inches (fsn 41'G- 
200*7 5). 1.046 inches (fsn 41-Q.200-100) and 
1.980 inches (fsn 41-G-200-130) in length. Later 
models of these gages have been revised to provide 
e 48 degree bevel of the heads. If these are used 
note to see if they are of the later type with 
beveled heads and with a clearance cut for the 
ejector. If they are not, the ejector must be re* 



S3. Gages: 

(a) Breech bore gage (fsn 41-G-28) (Fig. 98). 
The breech bore gage is used to determine wear 
of the bore at the origin of rifling. This gage has 
ten graduations, each of which corresponds to 
.001 inch of wear. The tenth graduation or point 
marked '‘reject" is equivalent to a bore diameter 
of .310 inch, since the zero graduation ia .300 
inch. Use of this gage is described in Para. 31 (h). 

(b) Gas cylinder diameter gage (fsn 41 -G* 
19S*425). This gage is of the plug type. It is 
relieved on two sides in order to check for out- 
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moved from the bolt before {{Sipng. Use of the 
headspace gage is described in Para, 31 <i). 

(f) Barrel aligning gage, with pin (fan 41-C* 
13-260). The barrel aligning gage ia used to check 
the alignment of the barrel to the receiver (Pig. 
99). 

(g) Tiring pin protrusion gage (fan 41 -G- 
182'350). The firing pin protrusion gage is used 
to check the protrusion of the firing pin beyond 
the face of the bolt (Fig, 99), 

(h) Operating rod spring gage, with 6- and 
11 -pound weights (fan 41 -G-3 58-300). This gage 
Is used for gaging the load and ^ee height of the 
operating rod spring (Fig. 99). 



34. Tools: 

(a) Field test bolt (fsn 41-E1-1687) is used in 
conjunction with the hcadspa<*e gage to determine 
whether the chamber, bolt, or boll lug seaU in 
the receiver are worn (Fig. 100). 

(b) Hear sight pinion punch (fsn 41*P*3788). 
The rear sight pinion punch is three inches long 
and has a diameter of .067 inch. It is used to stake 
the rear sight elevating pinion to prevent loss of 
the rear sight nut when in service (Fig. 100). 

(c) Barrel reflector (fsn 41 -B- 2331). TTie 
barrel reflector ii used to provide a h^t reflecting 




Fig. 100. Tools. 



surface for visual inspection of the bore. It is 
friaced in Che chamber and. by holding the rifle 
so that l^t is reflected properly, the bore, in- 
eluding die chamber, can be inspected (F^. 100). 

(d) (^mbination screw driver, wire brush 
and bolt disassembly and assembly tool (fsn 41- 
T-3086-80). This tool, as the name implies, Is a 
combination of tools which may be used to per- 
form the following operations in the rebuilding 
or maintenance of the rifle. 

(1) Remove and replace the gas cylinder 
lock screw and various other screws, and seat the 
rear sight base. 

(2) Extract the cartridge case. 

(3) Remove pins and assemble the ex- 
tractor and ejector. 

(4) Assemble or ditassemble the extractor 
and ejector without removing the bolt from the 
rifle. 



(X^Ni¥>t RiAMt* 
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Fig. 101. Tools used for reaming headspaca, 

(5) Clean the chamber of the rifle. 

(6) Instali the extractor spring and plunger. 
<e) Reamer extension (Fig. 101), (fsn 41-E- 

452) is used as a guide or fixture in rearair^ the 
headspace. It consists of five parts: 

(1) Reamer adapter with long and short 
locking nuts: a reamer is assembled to the adapter 
and locked by the locking nut. The adapter is the 
connecting piece for the universal-join ted ex- 
tension unit. Adapters are furnished in two lengths 
to allow the use of reamers after they have become 
shortened as a result of repeated sharpening. 

(2) Adapter assembling wrench: this tool 
is used to assemble the reamer adapter to the 
reamer and hold it while the locking nut is being 
listened. 

(3) Guide: the guide is used as an alignment 
piece and as a stop for the reamer. It is secured 
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m the receiver by a thumb tcrew having a point 
on the threaded end. Tightening the thumb scrtw 
forces the guide back against the locking lugs, 
which U necessary to insure uniform headspace 
reaming. 

(4) Univarsal-jolnted extension: this unit is 
provided with a tapered square shank to be used 
with a brace. 

(f) Carbon steel hand headspace reamer 
(fsn 41*R*498) is used for reaming headspace 
when rifles are beu^ rebarreled. It is used with 
headspace reamer extension as described above 
(Fig. 101). 

(g) Barrel and receiver disassembly wrench 
and hxture (fsn 41*W«3d7&). This Rxture and 
wrench are used in disassembling the barrel and 
receiver assembly. The barrel is passed into the 
fixture, muzale end first, and located so that the 
rih in the barrel stops against a shoulder in the 
fixture. This fixture holds Che barrel firmly while 
the receiver is turned counter clockwise with a 
special wrench (Fig. 102). 

(h) Windage screw knob vrrench (fsn 41*W* 
3S62) is an adjustable split socket which can be 
adjusted to fit tightly on the elevating knob or 
windage knob. A crank is attached (Fig. 102) 
to facilitate rotating the rear sight knoba when 
cUsassembling and assembling the rear sight. 

(1) Gas cylinder lock assembling wrench 
(fsn 41 'W*! 496*250) is used to remove an ex* 
tremely tight gas cylinder lock from a rifle, and is 
designed to fit the contours of the lock (Pig. 102). 
it is intended to be used for assembling the lock 
to the rifle. 




Fig. 102. Disassembly and assembly toob. 



36. Fixtures: 

(a) Barrel and receiver assembling fixture 
(fsn 41*F*2987*250) is used to draw the barrel 
in correct relation to the receiver in order to 
prevent binding of the operating mechanism of 



the rifle and to portion the barrel properly so the 
front ^ht will have the proper relation with 
respect to the rear sight. It is equipped with 
damping facilities to hold the receiver in a fixed 
position; a pointer and an index, which are ai> 
teched to splined portion of barrel, are provided 
to assure correct alignment when draw is made 
{Fig. 103). 
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Fig. 103. Fixtures. 



(b) Bolt assembling fixture (fsn 41-r*2987- 
260) is a clamp used to install the extractor in 
the bolt it can be held in a vise or permanently 
fastened to the armorer*! bench. The bolt, with 
itfl component parts, is clamped in place in the 
fixture. The fixture Is designed so it will align the 
cut in the ejector with the extractor hole in the 
bolt, making it (F^. 103) possible to install the 
extractor. 

(c) Ejector assembling fixture, vrith spindle, 
Nos. 2, 3. 4. and bushing Nos. 6, 7, 6. This fixture 
is used to assemble the ejector, extractor, and 
tear right springs to their respective components 
(Fig. 103). 



Section 3. Improvised and Shop*Made Tools, 
Gages and Fixtures 

36. The following tools, gagee and fixtures can be 
made or improvised, to assist in the Inspection 
and repair of Garand rifles: 
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Fig. 104. Lower band driver. 



(a) Lower band driver (F^. 104). This tool 
is used to seat the lower band. It is made from 
hard wood, and the ends covered with leather 
to provide a surface that will not mar the finish 
of the ferrule. 

(b) Trigger pull weights (Fig. 105). Four 
weights of 4 1/2, 5 1/2, 6 1/2 and 7 1/2 pounds 
respectively are used to check trigger pull. Each 
of these we^hts should be provided with a rod 
which is long enough to clear the stock so the 
pressure will be exerted parallel to the axis of the 
bore and rigid enough to retain an Lnshaped hook 



not less than 2 1/4 inches long when supporting 
the wei^t. 

(c) Pliers (Fig. 106), are used to assemble 
or remove the band on the rear hand guard, 

(d) Tri^er housing assembling fixture (F^. 
107), is used as an aid when seating the trigger 
pin when assembling the trigger housing. 

(e) Sw^ing roll (Fig. 108), is a rolling tool 
used to swage the metal of the barrel to eliminate 
looseness of the barrel in the receiver. 

(f) Height gage (Fig. 109), is used to measure 
the depth of the cut when modifying the operating 
rod. 

(g) Depth g^e (Fig. 110), is used to measure 
the fillet cut and is provided with a scribe line to 
ascertain the starting point of the cut. 




Fig. 105. Trigger pull weights. 
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VII. General Maintenance 




Section 1 , General 

37. This chapter contains general maintenance 
information which may be applied generally 
to the group or eissemblies covered in the following 
Chapters. For convenience and clarity, the main 
groups of the rifle (trigger housing barrel and 
receiver, and stock) are covered in separate sec- 
tions; equipment is also covered separately in 
the last chapter, 

38. General methods: 

(a) Place all parts and assemblies on a clean, 
flat surface, of wood if possible, to avoid damaging 
parts. Keep the parts for one individual gun sep- 
arate from those of other guns. 

(b) If a production line procedure is used for 
several rifles, keep the barrel and receiver, the 
operating rod, and the bolt together. This reduces 
to a minimum the time required for fitting bolts 
and operating rods to the rifle, since in most cases 
those assembled in the rifle when it is returned 
for rebuild were fitted by the manufacturer. 
This can be accomplished by wiring the com- 
ponents to the barrel as they are removed. 

(c) Replace weak or broken springs and worn, 
damaged or broken parts before assembly and 
testing. 



(d) When possible, assemble subassemblies 
before mounting them on the weapon. As a part 
of assembling and mounting operations, clean 
and lubricate all sliding surfaces and threads to 
assure free movement. 

(e) Remove all burs with a fine file or by 
stoning and polishing with crocus cloth. Take care 
to file or stone evenly and lightly and not to re- 
move any more metal than is necessary so as not 
to change the tolerance or contour of the surfaces 
so treated. 

(f) Remove burs, rough protrusions, or 
scorings of wood surfaces with a fine, flat file 
or fine abrasive paper. Always file towards an 
edge so as not to pick up slivers or chqjs. Smooth 
off with fine sand paper where necessary, and oil 
with raw linseed oil. 

39. Maintenance and repair of the rifles usually 
consists mainly of replacement of worn or broken 
parts. When a large number of rifles are being 
reconditioned, it is more efficient to have different 
operations performed by certain personnel, i.e., 
have stations where the rifles are disassembled and 
visually checked, taken to another station and 
gaged and tested, a third station for certain types 
of rebuild and so on. All rifles should be function 
fired and inspected thoroughly after being rebuilt. 





VIII. Barrel & Receiver Group 




Section 1, Duasftembly 

40. General: remove and dsAaBsemble the Itarrel 
and receiver group ns outlined in Para. 24. 

41. Kemoving the barrel from the receiver (F«. 
113), The barrel ahould be removed from the 
receiver only when ne<e5«ary. To remove, paaa 
the barrel into the fixture, muzzle end fim, until 
the rib on the barrel siopa against the shouUJer in 
the fixture. Position the wrench on the receiver 



as mv the barrel aa possible and unscrew the 
barrel in a counterclockwise direction (never place 
the wrench on the hack of the receiver, as there is 
danger of warpir^l it). 

42. Follower and slide assembly: cJisasKemble the 
follower and follower slide {Kig. Ill) only when 
necessary to ix'pair or replace parts. If necessary 
to disaoemhle. insert the blade of a screwdriver 
under the front end of the slide (Fig. 114), pry 
upward and forward, unlocking the slide from the 
follower. 
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Fig. 111. Receiver group disassembled view. 
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Fig. 112. Barrol. with gas cylindor (splint typo), hand ouards. and operating rod auembly. 



43. Giis cylindor droup: 

lu) From KiRht screw; ]oo8t>n the front sight 
Bcri^w I Fig. 112) before removing the gas cylinders 
which have been modified (by havinR a cut ex* 
tetidine from the front sight bat* dovetail down* 
ward to the lower splines} to avoid damage to the 
splines on the gu cylinder or the corresponding 
RToovea in the barrel. 

{b) Front sight screw seal; on some older 
front sight screws, there is a seal cap on the screw. 
Remove this with a file, and with a 3/16*inch 
hex so(;ket head screw wrench back out the screw. 
Replace and tighten the s(;rew, hut do not replace 
the old seal with a new one, 

ic) Gas cylinder lock; gas cylinders which are 
extremely tight fitting may have their locks re- 




Fig. 113. Removing barrel from receiver. 



moved by the use of the gas cylinder lock w rench. 
Fil the wrench over the contour of the gas cylinder 
lock and unscrew counterclockwise (Fig. 115). 



44. Removing and Inatalling the extractor without 
removing bolt from rifle (see Para. 24 (f) (3) and 
(5). and Fig. 116). 




Fig. 114. Removing follower slide from follower. 



Section 2, Inspection 



45. General; inspect all parts for dam^e, wear, 
buis, rust, foreign matter in recesses, deformation, 
and for function and free action with mating parts. 
Important parts to be inspected are shown in 
Fig. 117 and 118. Test all springs for set, minimum 
tei^tb, and fractures. 
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Fig. 115. Removing gas cvMnd«r toch. 



46. Follower rod: insp<*ct the follower rod (Pig. 
118) for a pinched or worn fork and for loose 
rivets. The follower rod should have a long fork; 
dterefore, replace ail rods having short forks 
(st'e Fig. 119). This is ne<*e»Miry to present the 
rod from disengaging wh<»n grenades are l>eing 
launched. 

47. Operating rod spring: inspect Lhe operating 
rod spring for free length and IcmmI in the following 
nnmner: 

(a) Testing for free length: insert the o|>er' 
ating rod spring in tub<^ of gagt* and raise rod until 
bottom of stop collar is flush with top surface of 



gage face Pig. 120), Note position of operating 
rod spring in regard to top face of tube. If spring 
does not protrude beyond face of tube, the maxi* 
mum free length of 20 1/4 inches is satisfactory 
and the spring is serviceable in regard to free 
ler^h. With the spring still in the tube, allow the 
rod to return to its original position and leiit for 
load. 

(b) Testing load: insert the end of 5-pound 
weight in tube of gage and allow its weight to 
eompre&s Ute spring. It should compress between 
16 3/4 and 17 3/4 inches which is Indicated by 
the Hrst l*inch relief notch cut in the stem of 
the weight. Note position of this notch in regard 
to top face of tube. If top face uf tube falls within 
the limits of the relief noU'h (Fig. 121). the load at 




Fig. 1 16. Removing extractor, bolt in rifle. 
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Fig. 117. Receiver group • points to inspect 
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Fig. 116. Follower rod and bolt group polim to 
ba inspacted. 



6 pounds is accapuble. Next. poeiUon the 11* 
pound weight on top of the 5-pound weight and 
allow their combined weight to compress the 
spring. It should compress betwem 11 3/4 md 
12 9/4 inches which is Indicated by the second 
1-inch long relief notch cut In the stem of the 
6-pound weight. Note position for this notch in 
regard to the top face of the tube. If the top face 
of the tube falls within the limits of the notch 
(Kig. 121) the load at 16 pounds is acceptable. 




Fig, 119. Old and New Type Follower Rods. 
Discard old type short fork rods (top and center), 
install new type long fork rod (bottom). 
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Fig. 120. Gaging free length of operating rod spring. 



48- Operating rod (Fig. 117): inspect for binding 
between the barrel and receiver group and the 
operating rod by installing the rod and bolt in the 
rifle. As the rifle is tipped up and down, the rod 
and bolt should be moved from the closed position 
to open position and back by their own weight. 
If there is binding, inspect the tube for dents 
and the handle for deformation, which will cause 
binding of the under side of the lug on the cut in 
the receiver. Inspect the piston for sconng and 
the accumulation of excessive carbon. Inspect the 
diameter of the piston with the no-go gage (Fig. 
122). If measuring the piston with a micrometer, 
pistons which measure .526 or more inches will 
be considered aerviceabie. If the piston diameter 
is below the minimum as shown on the service- 
ability chart, the piston rfiould be considered 
unserviceable. 
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Fig. 121. Gaging load oi operating rod ipring. 

49. KoUower and foUower slide (Fig. 117). Inspect 
the slides on foUowt'r for coirrect angle. An angle 
of approximately 92 degrees plus or minus 0 de* 
gree 20 minutes must he maintained (Fig. 123). 

60. Rear sight pinion (early manufacture). Irupect 
the pinions visually. Hnions having cracks caused 
by staking need not be removed, provided they 
do not Interfere with functioning (Fig. 124). 

61. Oas cylinder group (Fig. 125). Check the inside 
diameter of the gas cylinder with the gas cylinder 
gage. When the threads are cut in the gas cylinder 
the metal tends to flow and the inside diameter of 
the threaded section is reduced; therefore, this 
section must be slightly reamed to allow the gage 
to be inserted. Use the reamer on one end of the 
gage to perform this operation. Only the wire edge 



Fig. 123. Follower showing correct angle. 

on the top of the threads is removed. Remove all 
chips after reaming; any chips remaining will cause 
galling between the gas cylinder and the gas cyl* 
inder lock screw, due to the nature of stainlesR 
steel, from which the gas cylinder is manufactured. 
Insert the gage after reaming and if the cylinder is 
serviceable the index surface of the gage should be 
level with, or protrude above, the end of the gas 
<ylinder (see Fig. 126). CACn'lDN; no force must 
he applied to a gage when a cylinder Is being 
gaged. If the gage is forced into the cylinder and 
rotated it will act as a reamer, and render the gas 
cylinder unserviceable. Insert a small rod in the 
screwdriver end of the gas cylinder lock screw 
and raise the valve from its seat. Inspect for burs 
and foreign matter. This is an Important check, 
as gas allowed to eaca|w through the vaJvo will 
dissipate the force necessary to drive the operating 
rod to the rear, thus causing a short recoil mal- 
function. Inspect function of the valve spring to 
see that it closes tightly in its seat. HepiMT all 
gas cylinder lock screws which have burs on the 
valve fai'e or seat, or where* the spring tension is 
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fig. 124. Rear sight pinion • early manufacture. 
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PiQ. 12S. Front sight and gas cylindar group parts. 



insufficiont to saat iii« viIva tightly. AU gas cyl* 
mdnr lockacraws o£ aarly manufac^iure isana valve 
assombiy) should be replaced by gas cylinder lock 
KcrewH with valve assembly. The M5*l bayonet 
will not fit on the early type of gas cylinder lock 
M:rews» nor will the grenade launchers. 

62. Holtawembly: (Kig- 127) 

(a) Bolt: teat the bolt in the receiver for 
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Fig. 126. Gaging bora of gas cyiirxlerat port. 



freedom of movement and smoothness, and for 
lockinit. 

<b) Firing pin: check protrusion of the firing 
pin beyond the face of the bolt, uning the firing 
pin protrusion gage |Fig. 12S). In the fired po- 
«Uon. the nose of the pin should protrude from 
.044 inch minimum to .059 inch maximum. If 
the firing pin is of the old, fuU 'round type, replace 
with the new type. 

<c| Kx tractor: test for grip on the cartridge 
base, and the extractor spring for tension. 

63. Barrel: inspect the barrel as outlined in Para. 
31. 

54. Telescope mount, MIC only: (Kig, 129. 1301 
inspect the scope mount bracket for retention on 
the receiver and for burs on male dovetail elides. 
Inspect slide for function in scope mount bracket, 
and locking action of slide clamp with locking 
screws. Check supports for looseness in slide. 
Inspect screws and screw holes for worn or strip* 
ped threads and all recesses for foreign matter. 

55. Telescope mount, MID only: (Fig. 131) 
inspect base for looseness on barrel, and for burs. 
Inspect dowel pin for burs, wear, and for looseness 
in base. Inspect knob for looseness on screw and 
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for worn knurling. Inspect function of plunger 
and spring with knob. Check bracket and hinge 
for clamping action with telescope. Inspect all 
screws and holes for stripped threads. 

Section 3, Maintenance and Kepau 

56. Correcting angle on follower: if the angle is 
not within the required limiu (Pig. 123), bend 
slides to correct angle by lightly tappii^ with a 
brass hammer. 

57. Operating rod: 

(a) The operating rod tube is slightly offset 
to provide clearance at the enlarged portion of 
the barrel. This offset should not be changed. 
When the oi>erating rod is assembled to the rifle 
hy the manufacturer, the operating rod is ntted U> 
its respective rifle by l>cndlng. For this reasi>n. 
operating rodH should not be exchanged among 
rifles if it can be avoided. 




Fig. 727. Bolt assembly, disassembled. 



(b) lie mo VC all rust and accumtiJated carbon 
from the tube with a fine abrasive or rifle bore 
cleaner. CAUTION: exercise special care to prevent 
rounding the edges or reducing the diameter of 
the piston. Do not uae emery or other abrasives 
on this component, as no shine or polish is nece^ 
sary. 

58. Gas cylinder: 

(a) To remove accumulated deposits of 
carbon from the gas cylinder, remove the lock 
»:rew and remove the carbon by scraping with a 
screw driver or similar tool. The gas cylinder lock 
may be removed and the strew Inserted in the gas 
cylinder and threaded in far enough to break loose 
carbon. Exercise care not to cross the thre^a. 
The gas cylinder port can he cleaned with a stnight 
punch or the drift on the combination tool. 
The inside of the gas cylinder should be thoroughly 
wiped clean and oiled. Remove any rust on the 
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Fig. 129. Gaging protrusion of firing plrt. 



outside of the cylinder, using rifle bore cleaner or 
fine abrasive. Remove ru»t on the barrel at this 
point in a similar manner. 

(b) If the bayonet lug is worn loone -fitting 
with the ways in the bayonet, the lug may he 
peened lightly to provide a bett^T fit. HeKl. the 
lug on a solid surface when peening. 

59. Oaa cylinder lock: 

(a) Excessive Uric kn ess: difficulty may be 
experienced in fitting the Ml bayonet to the riflr 
due to excessive thickness or lack of concentricity 
of the gas cylinder U^k. This is rectified by lightly 
grinding or filing the portion of the gos cylinder 
lock that flu inside the bayonet guard. 

(b> Installation: position the gas cylinder on 
the barrel. Screw gas cylinder lock down as far us 




Fig. 129. Scope mount assambly, MIC. 
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posBiblf by hand, Do not force. Unscrew the lock 
until the screw hole in the lock lines up with the 
threaded end of the gas uy Under, permitting 
MBHemi)ly of the gas cy Under lock serow. In some 
cBseB the lock will have to be unscrewed almost 
a full lum. Turn the screw a few turns only, 
then push the gas cylinder lightly toward the 
mursJe until it rests against the lock and tighten 
Ncrew. 



60. Rear s^hU: the rear sights of early and late 
manufacture (Pigs. 132 and 133) differ in con* 
siruclion. as outlined m Para, 24. Th(»y should be 
checked for worn threads, stripped gears, burs 
and broken parts. 

(a) The rear sight pinion on the older style 
rear sighU (P'ig. 134| is staked in place after being 
adjusted and assembled, to prevent the nut from 
lieing lost In service. When staking the pinion, 




Fig. 131. Barrel with fixed base and scope mount parts, M1D. 
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Fig. 132. R««r sight «s»mb1y, early manufacture 



a lead bar should be placed under the sight as 
shown, to prevent damage to the elevating knob. 

lb) The rear sights of later manufacture do 
not require staking. 



AmruH-Mwi 



ei. Barrel: 

la) Rust on barrel: rust on the aide of the 
barrel may be removed by rubbing with a cloth 
and oil or bore cleaner. If this is not sufficient, 
a crocus cloth may be used, carefully so as not to 
produce a shine. Make certain there is no rust or 
foreign matter in the gas port or where the gas 
cylinder contacts the barrel. The outside of the 
barrel at this point must not be reduced, since 
any leakage of gai; reduces the power available to 
operate the weapon, and will produce short- 
recoil stoppages. Check diameter of the barrel 
at the gas port after cleaning, using gage 4 Fig. 135). 

Ill) Carbon at gas port: the gas port in the 
barrel should not be enlarged. Carbon, corrosion 
or fouling may be reamed out by passing a ,0805 
drill through the port. Note: the siae of the gas 
port should not be enlarged! If the gas port is 
increased in size to make one rifle function, and 
at a later date another gas cylinder is installed, 
the power of the rifle will be increased, which 
will increase the speed of the bolt to such an 
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133. Rear sight assembly, late manufacture 
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Pig. 134. Staking rear sight pinion. 




Fig. 135. Gaging diameter of barrel at gas port. 



(nUrnt the bolt will be bounced from the rearer 
the receiver too rapidly to |>ermit the ammunition 
lo rise in the receiver in time to feed properly. 

62. Scope Mount and Bracket. MIC; a finegrained, 
three-oomered stone or a fine ihree*comered 
file may be used to remove burs from the male 
and female dovetail slides. Replace screws which 
arc stripped or worn to a loose fit. 




63. Operating rod modification; 

(a) The operating rod modification provides 
a radius at the comer in the operating rod near the 
operaiir^ rod catch notches (Fig. 136) to prevent 
the deveiopment of a crack at this section, 

<b) Use a 3/16 inch end mill of conventional 
design in performing this modification. 

(c) Mount the operating rod on the table of 
the milling machine with the flat section, on which 
the drawing number Is stamped, perpendicular 
to the axis of the cutter. Ascertain starting point 
of cut with scribe line on improvised dei>th gage 
(Fig. 11). Start the cut at the rear end and travel 
forward on rod until the specified radius is pro* 
duced. Note; It is essential that the marks of the 
cutter be lengd^wise with the rod rather than 
perpendicular io it, as any mark running perpen* 
dicular will localize stress and form a starting 
point for fatigue cracks. Do not use any method of 
matchining that will make scratches or machiiung 
marks perpendicular to the rod. Be careful not to 
remove more material than is specified in Kig, 136. 




NAS m 



Fi^ 137. Gaging cut with depth gaga. 

(d) Use the improvised height and depth gages 
(Figs. 109 and 110) to check cut. The gage shown 
in Pig. 137 is a inaximum*minimurn gage to chock 
depth of cut in the handle section of the operating 
rod. With gage on position on rod, origin of the 
cut should fall within width of solid line scribed 
on gage. 

64. kefinishing shiny gas cylinders: the gas cyl* 
inders, gas cylinder locks and gas cylinder lock 
screws are made from stainless steel. Due to the 
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Fig. 136. Gaging fillat cut 



nutufi' of $talnlas», it cannot he bluad or i>arkenaed 
In ihf usual manner, and must be painted. Use a 
good grade of flat black, heat miatant paint, 
preferable one which ii baked on. 

66. Darrel replacement: 

ta) DiaaasembUng: remove the unserviceable 
barrel from the receiver, as outlined in Para. 41. 

tb) ABsembllng: without using undue force, 
screw the barrel on the receiver by hand until it 
Sts tightly. The receiver should be approximately 
15 degrees out of its correct position on the hairel, 
to insure a tight fit when the final draw is made in 
the barrel and receiver assembling fixture. Clamp 
the group in the barrel and receiver assembling 
fixture with three clamps, tightening the lower 
clamp first to level the receiver <Kig, 136), SIkJe 
the key, located on the indicating arm of the 
fixture, into the upper gas cylinder spline cut as 




Fig, 139. Assembling barrel and receiver. 




Fig. 140. Barrel and receiver assembly. 
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Fig 141. Swaging barrel to fit tightly 
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Fig. 143. Assembling follower. 



faf as it will go. PuU on the laver, thereby turning 
the barrel the required distance to bring the 
indicator to Bjtreement with the qualifying line 
on the fixture. (Note: pointer must travel the 
distance from within lower space cut to qualifying 
line cut to insure a tight fit.) Then loosen the 
locking clamps and remove the assembly hrom 
the fixture, using a bar placed throusdi the trigger 
housing optming in the receiver as a lever to start 
the assembly from the fixture. 

(cl Looseness of barrel in receiver: if the 
barrel screws into the receiver by hand to within 
? degrees of its assetnbied position, it is considered 
to have “light draw*’. This may be corrected by 
placing the barrel and receiver in assembling fixture 
and assembling pro|>erly, then chucking the barrel 
in a lathe, with the receiver being as close to the 
chuck as possible, allowing room for the swaging 
roll (Fig. 141). With the roller in the tool post, 
roll the barrel. Ihe edge of the roller should be 
1/4 inch away from the receiver. Do not loosen 
the iiarrel after rolling, as re*rolIing will be nec- 
essary, 

66. Reaming Headspace; 

(a) Wipe the chamber thoroughly with a 
cotton flannel before and after each reaming, and 
prior to each headspace check during reamii^. 
Screw the short adapter (Fig. 142) deeply into 
the reamer and tighten the lock nut. Dip the 
reamer in lard oil and insert it into the reamer 
guide. Make certain the bolt lug recesses in the 







Fig. 144. Installing extractor in boll. 



receiver, and tighten thumb screw to hold guide 
in position. 

(b) Attach the universal'jointed extension to 
ihe reamer and rotate it with a chuck. Unscrew 
the adapter from the reamer a little at a time until 
(he reamer begins to cut. (Note: if the reamer 
has been correctly assembled to the adapter it will 
not cut, but will be held away from the chamber 
by interference between a shoulder In the guide 
«)d the edepter.) Adjusting of the headspace 
reamer Is accomplished by loosening the nuts and 
backing off or advancing the adjusting screw a 
little at a time, using the field test bolt and head* 
space gage to check for proper adjustment. 

<c> When the adapter is correctly adjusted in 
the reamer, check the tightness of the locking 
nut The reamer, once it is adjusted, and if care* 
hilly used, will continue to ream the same dl* 
mension until the reamer becomes dull and must 
be replaced or sharpened. Never turn the reamer 
backward, as such action will chip the lands. 




Fig. 145. Assembling ejector and spring. 
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(d) Use liberal quantities of lard oil when 
reaming and wash all chips from the reamer with 
lard oil each time it is removed from the work. 
Sharpening stones of suitable dimensions may be 
used to hone the reamers. 

Section 4, Assembly 

67. General assembly of the components of the 
barrel and receiver group is accomplished as out- 
lined in Part 1. Certain parts which are not ordi- 
narily disassembled, and others which are best 
assembled with the aid of fixtures when rebuilding 
a substantial quantity of rifles, are covered below: 

(a) Follower and shde assembly: to assemble, 
hook the slide in place in the smaU end of the 
follower. Stand the two pieces on end (Fig. 143) or 
mount them at an angle in a vise. With a soft 
hammer deliver a sharp blow on the rear end 
of the slide. It will then snap back into position 
on the follower. 



(b) Bolt assembly, using assembling fixture: 
the use of the bolt assembly fixture is the easiest 
method of installing the extractor (Fig. 144) 
when a large number of bolts are being repaired. 
Install firing pin, extractor spring, and extractor 
plunger, also ejector spring and ejector in bolt 
and clamp bolt in fixture. Start extractor in bolt 
and tap in place with a soft hammer. This fixture 
can also be used to remove the extractor. 

(c) Assembling ejector, extractor, and rear 
s^t springs: when rebuilding large quantities of 
rifles, the ejector assembling tool is a handy 
instrument for assembling the ejector, extractor 
and rear sight springs to their respective com- 
ponents. To use, select the proper spindle and 
bushing corresponding to the components being 
assembled. Place the spring in the aperature in the 
spindle and its related component in the bushing 
(F^. 145). Press forward on the knob until com- 
ponent is inserted in spring. 
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IX. Trigger Housing Group 




Section 1, DiuMembly 

68. Disassemble ts outlined in Para. 24. 

Section 2y Inspection 

69. General; inspect all parts for damage, wear, 
burs, ruJt» foreign matter in recesses, deformation, 
and free action with mating parts. Additional 
inspection procedure is outlined below: 



70. Hammer: check the nose of the hammer for 
wear or slipping (Fig. 147). Chips indicate ex- 
cessive hardness and warrant replacement of the 
hammer. Check sear and trigger notches for wear, 

71. Safety; the safety is subjected to little wear 
and therefore fails mainly as a result of breakage. 
Breaks usually occur at the points indicated in 
f’ig. 148. Either the type of early manufacture 
or the slightly modified later manufacture safety 
ia satisfactory for use. 
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Fig. 146. Trigger housing group parts. 
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72. Trigger assembly: inspe<t the trigger assembly 
for wear on kammer*engaginR nolches as irKlU*ate<J 
in Kk 149. Alscj check Tor broken edge in front 
of the hole, as indicated. 

73. Hammer spnng housing: the hammer spring 
housing usually fails as a result of breakage. Inspect 
for cracks at the point indicaUtJ in Fig. 150. 
This is a visual inspection only. 




Fig. 147. Points to inspect on hamrrter. 






Fig. 148. Points to inspector) safely. 

Section 3, Maintenance and Kepair 

74. TriRRcr Guard: 

Ui Excessive force is sometimes required to 
close the iriRRer guard on the rifle (Fig. 146). 
Thin is usually true where the climate is humid, 
and is a result of the increased moisture content 
which makes the wood swell. When this condition 
encountered, correct i>y removing very fine 
shavings of wood from the underside of the stock 
along the bearing surface of the trigger group with 
a fine file until the projw fit is oiilaincd. Hi is 
surface i« at a 10 degree angle to the horisooial. 





Fig. 149. Points to inspect on trigger assembly. 







Fi^ 150. Points to inspect on hammer spring 
housing. 




Fig. 151. Penning lugs on trigger guard. 



Use extreme care to maintain the 10 degree angle 
ttid to remove the same amount of wood from 
both sides of the stock. As wood is removed, 
debermine the fon^ required to lock the trigger 
guard by fre<iuent reassembly. The normal force 
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required to close the trigger guard is reasonable, 
but not excessive. The tritser guard must not he 
loose as this is the only point at which the acUon 
is locked in its bedding. Make certain the guard 
latches properly. 

(b) When the bow in the trigger guard is bent 
up to interfere with the tip of the trigger, it can 
be Btra^htened. or the lip of the (rigger ground 
off. When the trigger locking lugs become worn, 
peen lightly as shown in Fig. 161. to resite them 
Hnd then dress to shape with a fine file. The tri^r 
guard fork may become sprung in, thus causing 
binding, or sprung out. thus preventing the 
hammer pin from extending far enough through 
for proper bearing. Correct these faulu by spring- 
ing the fork back into correct position, 



or a bent trigger that rubs against the trigger 
housing. Examine Oie parts for defects, remove 
all burs with a fine stone, and replace defective 

parts. 

Cc) “Creep” in the trigger: slightly roi^h 
conUcting surfaces of the trigger lug may cause 
“creep” in the trigger, and should be removed 
with a fine stone. Stone to a poUsh only, being 
careful to maintain proper level and angle. 

77- Bent Safety: when the safety is bent 00 that it 
binds in the trigger guard cut, it is to be replaced. 
It cannot be straightened because it is hardened 
steel. 

Section 4, Aneuibly 
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Fig. 152. Modification of trigger housing. 



75. Trigger housing: modify the pads on the upper 
rear comer of the trigger housings of early manu* 
facture to the dimensions of later manufacture, 
as shown in F'ig, 152. This U required to enable 
assembly of current design safeties. 



76. Correcting trigger pull: 

(a) Trigger pull too tight: this is evidence 
of worn lugs on the trigger, worn lugs on the 
hammer, or a weak hammer spring. Examine the 
components for wear and replace with new com- 
ponents. 

(b) Trigger pull too heavy: this is caused by 
burs on the lugs of the trigger, burs on the lugs of 
the hammer that engage the lugs on the trigger, 
a hammer spring that is too heavy, an obstruction 
or foreign material in the hammer spring housing 
that prevents proper seating of the hammer sprir^. 



78- Assemble the trigger housing group as out- 




I - MSTAUMC niCCB MN 

Fig. 153. Installing trigger pin. using fixture. 
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lined in Para. 24 (j). When assembling a laige 
quantity of trigger housings, the assembling fixture 
may be used to speed up the work. To seat the 
trigger pin head, place the tr^er housing, open 



side up in the fixture, and eng£^e the lug between 
the sear and tri^er (F^. 153); compress the 
hammer spring, align holes, and install trigger 

pin. 
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Section 1, DUasaembly 

79. DiBajftemble the itock and hand guaida ae 
outlined in Para. 24 . 

Section 2, Impaction 

80. Stock: inipect rehef cuU for aifpia of binding 
with adjacent aasembliei and paru. Important 
pointa to be impacted are ahown in Pigs. 184 
and 168. 



81. Hand guarda: inspect hand guards for defects 
Uluatraled in Fig. 156. 

82. Cheek pad: {rifles MIC and MID) inspect the 
condition of the leather, looking for ripped stitch* 
ee. cuta. abrasions, missing eyelets and tears be* 
tween holes. Inspect lacing for wear and tears. 

Section 3, Maintenance and Repair 

83. Fitting new stock: when fitting a new stock 
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Fig. 154. Stock group, points to inspect {top view). 




Fig. 155. Stock group, points to inspect (side view). 
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Pig. 156. Hand guards, defacu. 




Fig. 157. Rifla stock with chMk pad. 



(Pigs. 154. 155). check to see that there is no 
binding or interference with operating parts. 
Stocks, although made of walnut and treated 
with linseed oil, sometimes swell, due to moisture, 
thus causing binding of the working parts. In such 
cases relieve the binding by using a flat file. Always 
fUe towards (he sharp edges. 

64. Dry wood: in dry climates the wooden i>arts 
of the rifle are apt to dry out and shrink, Occa* 
sional applications of raw linseed oil will help 
keep the wood in condition. Apply oil to the wood 
only, allowing it to remain a few hours to be 
absorbed, then wipe off excess with a clean cloth. 
Be careful not to allow linseed oil to get on metal 
parts. V it forms a gum when it dhca. which will 
interfere with proper functioning of the parts, 

65. Rear end of trigger group notch: insufficient 
clearance at this point will interfere with free 
trigger action. Remove the wood grailually until 
the trigger action is free. 

86. Operating rod cut: binding at the operating rod 
cut may seriously interfere with the function of 
the rifle. Remove wood where necessary. 

87. Operating rod binding on stock fcnule; when 
binding of the operating rod occurs at the lower 
band, remedy it by removing a small amount of 
metal from the stock ferrule. Before correcting, 







Fig. 158. Stock group parts. 
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check the alignment of the lower band, and check 
the lower band pin for looseness. 

S8. Butt plate recessing; when Atting butt plate 
to a new stock, make certain it is seated properly 
to prevent danger of splintering or chipping at 
points where wood fails to meet the butt plate. 




Fig. 1S9. Fitting butt plate on stock. 




fine, flat file < never coarse) and file evenly and 
smoothly, always filing the butt from heel to toe 
and stroking forward only, Put a slight chamfer 
on the sharp edges to prevent picking up splinters 
whUe filing (P«. 159). 

(b) Where wood protrudes beyond the butt 
plate, remove the wood until it is flush with the 
plate, using a fine, flat file. If necessary to remove* 
wood from the top step of a new butt, use a file 
with a safe edge. 




19 ? lltXk 



Fig. 160. Reinforcing patches on stock 



(a) Remove the plate by tapping it bghtly 
to loosen it and then prying, being careful not to 
damage the butt. File the butt enough to seat the 
plate with a close fit all around. Fit it frequently 
while filing, to prevent removal of too much wood 
or of forming an uneven bearing. Use a medium 




Fig 162. Sealing lower band on rifla. using band 
drivw. 
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(c) If the screw is too loose in the stock, 
bore out the hole with a drill about twice the 
diameter of the screw, insert a glue-coated wooden 
plug, and allow to dry. Drill a new hole for the 
screw, and install. 

89. Patching stocks: when placing wooden patches 
on the stock, dovetail the pieces if possible, and 
use a brass wood screw to reinforce the patch 
(Fig. 160). File the end off the screw, so that it 
is flush with the wood. 

90. Stock ferrules: the inside of stock ferrules 
(Fig. 158) are ribbed to insure firm grip on the 
wood. Do not remove ferrules unless they are 
unserviceable, as this will strip the mating ribs 
on the stock. 



91. Hand guards: it is not necessary to replace a 
rear or front hand guard if it is serviceable and 
holds firmly in position. When replacing a front 
hand guard, shave the new guard to a tight fit 
into the ferrule of the lower band. Use improvised 
tool (Fig. 161) to seat the band. If the rear hand 
guard is loose, remove and spring the band together 
slightly using the improvised tool, and refit the 
guard. Restake a loose band pin, or replace and 
stake. If a front guard spacer is defective, replace 
hand guard. 

92. Cheek pad (MIC and MID), if dry, oil with 
neatsfoot oil. If there are tears in lacing holes, 
replace. If lacing is tom, replace. 
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XI. Equipment 



Section 1, Bayoncu 

93. Bayonets should be thoroughly inspected for 
burs, broken or worn parts, and functioning. 
FIs. 163 shows the Ml bayonet disassembled. 
The M6 and M6'l bayonets differ internally from 
the Ml, but the following same points should be 
checked on all: 

(a) Broken grips: mend or replace. 

(b) Worn or loose locking lug ways: peen 
sUshtly to tighten. 

(c) Nicks and burs: carefully stone to original 
contours. 

(d) Broken or weak springs; replace. 

(e) Broken points: regrii^ on a water-cooled 
stone to original contour; if too much is broken 
offend, discard. 




Fig. 163. Ml bayonet disassambled 




fig. 164. Spring-loaded plunger of late grenade 
launchers. 



<f) Broken scabbard: replace. 

(g) Scabbard loose on web belt: bend the 
attaching hooks to their proper position. 

Section 2. Slings 

94. (a| Leather ; check for cracks in leather, 
broken hooks, and functioning of keeper buckle. 
If dry. oil with neatsfoot oil. 

(b) Web; check for cuts and tears, check 
keeper for proper gripping of sling, check hook 
for cracks or spreading. 

•Section 3, Grenade Launchers 

95. Check for general appearance, retention on 
rifle. Check for condition of retention spring, 
burs, rust or foreign matter in tube. Remove burs 
vrith a finegrained stone, or fine, flat file. Remove 
foreign matter and rust from inside of tube with 
bore cleaner and a bore brush. 

Section 4. Flash Hider 
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F 19 . 165. M7 grvnadft launcher parts. 



96. Check flash hider for denU, burs, rust or 
corrosion. Check for retention on rifle. Clean any 
forei{(ri matter from inside of cone, and peen out 



any denU. If badly dented, discard. Hemove any 
burs with a fine>^ined flat stone. 
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XII. Function Firing And Final Inspection 




Section 1, Function Firii^ 

97. Following complete rebuild, each weapon 
should be function fired using three full clips of 
standard service ammunition. Guns which fail to 
meet the function firing test should be inspected 
to determine the cause, and are corrected by such 
parts replacement or repairs as necessary. These 
guns are again subjected to a function firing test. 
After function firing, the rifles should be cleaned 
in the prescribed manner to prevent corrosion. 

Section 2, Final Inspection 

98. General: weapons brought in for repair may be 
assumed to have defects caused by use or neglect. 
When they were accepted as new weapons, the 
parts composii^ them were dimentionally correct 
and made of the proper material. Consequently, 
the inspection of these weapons after repair will 
differ from inspection used in the manufacturing 
plant, in that attention will be directed to wearing 
surfaces, parts that m^ht crack or break due to 
high stress or fatigue, and evidence of corrosion. 
These defects do not evidence themselves by 
uniform reduction in a given dimension, but show 
up as a chipped edge, a partially worn surface, or 
an eccentric hole. A gage used in manufacturing 
is merely a means of comparing a known dimen- 
sion with an unknown one to judge whether a 
piece comes within tolerances. After this piece is 
wom through use, the change in dimension is more 
easily detected in many cases by comparing with 
adjacent surfaces: the part itself becomes a gage. 
Visual inspection, therefore, is far more applicable 
in these cases and gating is limited to those dimen- 



sions that are critical or that may be more ad- 
vantageously measured than compared. Inspection 
of non-critical parts (those which do not cause 
malfunctions) may be limited to appearance and 
the presence of cracks or flaws. 

99. Visual inspection: visually inspect for the 
following; 

(a) General appearance, smoothness of 
operation, function of clip, latch and follower. 
Test with clip of dummy rounds. 

(b) Try cap of butt plate. 

(c) Inspect stock and hand guards for cracks 
or mutilation. 

(d) Be certain screws and swivels are staked 
properly. 

(e) Inspect gas cylinder and lock for burs. 

(f) Inspect front sight for looseness and bent 
or burred wings. 

(g) Inspect rear sight for: 

(1) Binding of windage. 

(2) Elevation, looseness, and sharpness of 

clicks. 

(h) Inspect tri^er housing group for: 

(1) Bent trigger guard. 

(2) Burs on lugs that lock trigger group to 
receiver. 

(3) Wom locking notch on trigger guard. 

(4) Tension of clip ejector. 

(5) Function of safety, tri^er, sear, and 
hammer. 

100. Test the following with appropriate gages, 
referring to the serviceability chart for tolerances: 

(a) Trigger pull. 

(b) Firing pin protrusion. 
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(c) Headspace. 

(d) Inspect bore and chamber. 



(e) Assemble and function test with dummy 
cartridges . 
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XIII. Modified Garands 



S^tion 1, The BM*59 Series 

101. The BM*59 series of modi^od Garand rifles 
were designed and are constructed by Kabrica 
D’ Armi Pietro Beretta S.P.A.. Brescia. Italy. 
They are an inexpensive, good quality modem* 
ization of the Garand rifle, brintring it more into 
line with the current demands for a semi-automatic 
or fully •automatic infantry weapon. The BM-59 
conversion has been offered to various NATO 
countries already armed with the Garand Ml 
rifles, for $42 complete, on existing Garands. 
The following alterations are made on the basic 
Garand: 

(a) New, lighter barrel fitted, in caliber 
7.62mm NATO, compensator 

(b) Modification of the receiver to accept 
three standard magazines, and stripper clip guide 
installed on the receiver, to allow the use of 
stripper clips if desired. Automatic bolt hold- 
open installed. 

(c) Modification of the operating rod and 
spring, to adapt them to the new barrel and maga- 
zine. 



(d) Fitting of a new type (stainless steel also, 
as originaf) gas cylinder. 

(e) Modiricadon of the trigger housing to 
permit use of box magazine. 

(f) Manufacture and installation of fully 
automatic fire mechanism. 

(g) Modification of the stock and other non* 
mechanical components to allow for insertion of 
new mechankal features (magazine, selective 
fire mechanism, etc.) 

<h) Fitting of selector lever for selective fire. 

102. There are six models of the basic BM*59 
modifications. 

(a) Mark I (Fig. 166)» the basic model of the 
series. Uses 20*round detachable box magazine, 
is selective fire. 

(b) Mark II (Fig. 167), similar to Mark I, 
but with full pistol grip, a lightweight bipod, 
winter trigger, and hinged butt plate. 

(c) Mark HI (Fig. 16$). similar to Mark I, 
but with full pistol grip, folding steel butt (de- 
signed for the launching of grenades), bipod. 

(d) MaH( IV (Fig. 169), intended as a replace* 




Fig. 166. BM-59 Mark I. baste rifle of the 6M-59 series. 
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f ’tg. 167. BM-59 Marie II (notepittol 9 rip« butt plata, bipods). 



ment for the BAR, similar to Mark II. but with 
heavier bipods, flash hider. etc. 

<e) Mark ITAL (Pip. 170). similar to Mark I. 
but with grenade launcher installed as part of the 
compensator, bipod, hinged butt plate, and lug 
for .30 US. Carbine bayonet 

(f) Mark ITAlrA (Fig. 170). similar to Mark 
III, but with a special detacliable grenade'launcber, 
and lug for .30 0.8. Carbine bayonet 

103. The following accessories are available for the 
various models of the 6M*69 series: 

(a) Bipods. 

(b) Hinged butt plate. 

(c) *'Mecar” type grenade launcher. 

(d) Incorporated (part of compensator) gre- 
nade launcher. 

(e) Winter trigger. 

(f) Blank firing attachment 

(g) FuU-automatic fire cutoff. 

(h) 20>round detachable magazines. 

(i) Sling. 

104. To load and fire the BM-59 rifles you: 

(a) Insert 20*round box magazine into bottom 
of receiver until it latches. 

(b) Puli operating rod handle all the way to 
the rear, and release it. This chambers a round, and 
the rifle is ready to fire. 

(c) The safety functions as on the Garand Ml. 



(d) The magazine may be reloaded while in 
Uie rifle by inserting stripper clips of ammo from 
the top. using the clip guide on the receiver. 

(e) The bolt suys open after the last shot, 

(f) Sight adjustment is as on the Garand Ml, 

105. To strip the BM-59 rifles into the three main 
groups you: 

(a) Cock rifle, put safety in locked (for- 
ward) position. 

(b) Remove trigger housing group from rifle, 
as on Garand Ml. 

(c) Lift stock from barrel and receiver group, 
■s on Garand Ml. 

106. The basic BM-59 Mark 1 : 

(a) U 40.6 inches long. 

(b) Hast barrel length of 17.4 inches, 

(c) Has a compensator 6 inches long. 

(d) Has four groove rifling, right hand twist, 
one turn in 11.9 inches. 

(e) Weighs 8.7 pounds without magazine, 

(f) Has a cyclic rate of fire of 760-840 rounds 
per minute. 

(g) Has a sighting radius of 21 inches. 

107. A somewhat different ‘'BM-59'’ modified 
Garand was made in the U.S. under license from 
BeretU in the 1960's and was for sale on the com- 
mercial market. It was semi-auto only, and did not 




Fig. 168. BM*59 Mark III (note folding stock, pistol grip, bipeds), 
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have as many new componenu as the original 
BM*6d conversion. It used the standard BM-59 
magazine and was chambered in 7.62mm NATO, 
The outward appearance was generally similar to 
the original although the original gas 

cylinder and butt plate of Che Garand were re* 
tained and there was, of course, no selective Are 
lever. This particular model was manufactured by 



Golden Slate Arms Corp., which was noted for its 
many conversions of surplus military rifles into 
gporters. During the early 1980*s, Springfield 
Armory purchased all the original remaining BM*59 
parts which remained in the Beretta inventory and 
began assembling them into finished eemi*auto 
rifles in the U.S. These rifles proved popular with 
sportsmen and para*military enthusiasts dike. 




Fig. 170. BM-59 Mark ITAL-A {note folding stock, grenade launcher and grenade 
launcher sights, folding bipod) Mark KTAL similar, but full stocked. 
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Section 2, The “M2” or “M 14 (iaracKl” 

108. The “M2” or “M14 Gaiuid” as it was various< 
ly called, was a minimum but effective conversion 
of the Garand Ml rifle to a more modem configu- 
ration. Manufactured in the U.S.. it was for sale on 
the commercial market during the 1960’s. It was a 
Bcmi-autu only model, as the original Garand 
trigger housing was not altered in any way except 
to accept the standard 20*shot M14 7.62mm 
military maga 2 me. 

109. The “M2” has the following specifications: 



(a) Caliber 7.62mm NATO (.308 Winchester), 

(b) Barrel length 17 ly4”, with flash sup- 
pressor 21”. 

(e) Weight 8 1/2 pounds empty, 

(d) Sights, same as original Garand Ml, 

(e) Cartridge capacity 20 rounds (standard 
M14 magazine). 

<f) “Winter” safety for ease in locking. 

4g) Bolt remains open after last shot, 

(hi No provisona for strippi*r clip feeding. 

(I) It will accept the cunent M5*l bayonet for 
the Garand Ml. 




OPERATING ROD 



FRONT SIGHT 



WINDAGE KNOB NUT 



SPINDLE VALVE 



GAS CYLINDER 



ELEVATING KNOB SCREW 
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MAGAZINE 



HINGED SHOULDER REST 



TRIGGER GUARD 
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/ MAGAZINE RELEASE 
SLING 



GAS CYLINDER PLUG 



Fig. 172. U.& rifle 7.62mm M14. 
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173. U.S. rifl« 7.62mm MUE2. 



110. To load and fire th« (cl Further detail stripping of the it 

la) Insert a loaded magarine into the bottom same $s tor the Garend M], exi'epting the 

of the receiver toe first, and rock upward and to operating rod spring and follower and other parts 
the rear until it latches. modlHed or left out in converting the Garaiid. 

(b) PuU the operating rod handle all the way 

to the rear and release it, which chambers a round Section 3, U.S. Rifles 7.62mm, Ml^ & M14E2 
and makes the rifle ready to Tire. The safety, 

although slightly modified, functions the same as 112, Although not a modification of the Garand 
the Garand Ml. rifles in a strict sense, the M14 rifle is a direct 

Ic) To unload the push forward on outgrowth of the ex penmen ta made toward the 

the magazine catc h in front of the tngger guard. end of W\V II aimed at modernizing the Garand 

end remove the magazine from the receiver. Pull with a detachable box magazine and selective 

the operating rod handle all the way lo the rear Are features. A brief description of the M14 is 

to extract and eject the round in the chamber. included herewith as a matter of interest. 



111. To strip the “M2’' into its three main groups: 
(a) Remove the trigger housing as on the 
Garand Ml. 

lb) Remove the barrel and receiver and 
assembly from the stock group. 



113. Although it caught the brunt of much com* 
merciaJ abuse from persons trying to sell the 
government various other new rifles and was 
ultimately replaced by the M16. the M14 is still 
cme of the outstanding military rifles in existence 
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Fig. 174. Internal mechanism, U.S. rifle 7.62mm M14 and M14E2. 



today. The basic soundness of the design is evi- 
denced by the fact that the semi-auto version was 
put into production by Springfield Armory and has 
achieved considerable commercial success as the 
MIA. The bolt and sight arrangements are ba- 
sically similar to the Garands, although a roller 
has been incorporated on the operating lug of the 
bolt to ease wear. The following are some of the 
improvements over the excellent Garand which 
have been incorporated in the M14: 

(a) 20-round detachable box magazine. 

(b) Flip-up butt plate. 

(c) Flash suppressor at muzzle. 

(d) Improved “short-stroke” gas system (sim- 
ilar to .30 Ml Carbine). 

(e) Selective fire option (selector lever not 
installed on M14). 

114. Characteristics: 

(a) We^t with full magazine and cleaning 
equipment, 11 1/4 pounds. 

(b) Weight of M14E2 with full mj^azine, 
14 1/2 pounds. 

(c) Length, overall 44 1/8 inches. 

(d) Muzzle velocity, 2,800 f.p.s. 

(e) Cyclic rate of fire, 700-750 rounds per 
minute. 

(f) Trigger pull, 5.5 to 7.5 pounds. 

115. To load and fire the M14 or M14E2, insert 



a loaded magazine into the receiver of the weapon 
from the bottom, toe first- Rotate up and to the 
rear until it latches. Pull the operating rod handle 
all the way to the rear and release same, which 
chambers a round and makes the rifle ready to 
fire. 

(a) The safety functions the same as the 
Garand Ml. 

(b) To unload the M14 or M14E2, press for- 
ward on the magazine catch in front of the tri^er 
guard. Remove the magazine downward from the 
receiver, and pull the operating rod handle to the 
rear to extract and eject the round in the chamber. 
If the bolt is desired to be kept in the rearward 
position with no magazine in the rifle, push in 
on the bolt stop on the left side of the rifle, when 
the bolt is in the rearward position, and the bolt 
will stay back. 

(c) The bolt stays open after the last shot has 
been fired, and the rifle may then be reloaded 
with a fresh magazine, or with stripper clips of 
ammunition from the top, using the stripper clip 
guides. To let the bolt go forward, pull back 
slightly on the operating rod handle and release it. 

Section 4, Improvised Bipod for Garand 

116. As a means of steadying the rifle when 
making long-range shots, a folding bipod is often 
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Fig. 175. 7.62mm NATO ammunitioa suttabi* for 
Garand modifications. 

a useful accessory, especially when 'Vannint*' 
hunting or doing dose target work. 

117. An effective bipod attachment may be made 
in the following manner: 

(a) Secure an M7A1 , M7A2, or M7A3 grenade 
launcher, and cut the tube off, approximately 
3/4 inch from the base, leaving a projection. 



(b) Secure the folding bipod assembly from 
an automatic rifle or light machine gun (the BAR 
is the most eaaily adaptable). 

(c) Thread the end of the remaining pro- 
jection on the grenade launcher, and tap the rear 
end of the flash4iider (if a BAR bipod is used) 
to match. The bipod assembly is easily installed 
on ^e rifle in the same manner a regular grenade 
launcher is, and the bipods will fold nearly all the 
way up for carrying attached. If it is considered 
desirable to have the bipods attached most of the 
tame, the wood on the handguard of the rifle, and 
the inside of the feet of the bipod may be altered 
to provide a fit, and to allow the bipods to be 
swung fully upward into position- The folding 
bipods of a BREN light machine gun also adapt 
readily, if a bushing is installed in the large ring 
at the top of the assembly, and tapped to accept 
the threaded end of the grenade launcher. 

<d> It is important that the screw parts of the 
unprovieed bipods be assembled tightly, to avoid 
vibration which will affect accuracy. In this regard, 
it may be found more expedient to permanently 
weld the bipods to the bottom of the grenade 
launcher nubbin. 

(e) The installation of bipods on the rifle 
will affect the aero, and the rifle must be leroed 
in with the bipods attached. 
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